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Milestones Along the Aerial 
Highways 
BY MAJ. GEN. E. BLAIR GARLAND, USAF 
Commanding, Airways and Air Communica- 
tions Service, MATS 


IFTEEN years of providing airways 

communications and navigational aids 
facilities for the United States Air Force 
and other military and non-military users 
of its services—that, briefly, is the story 
of the Airways 
and Air Commu- 
nications Ser v- 
ice, more com- 
monly known as 
AACS, as it cele- 
brated its 15th 
Anniversary on 
the 15th of No- 
vember 1953. 

AACS is a tech- 

nical support 
service of the 
Department of 
Defense and asa 
global air sup- 
port service is 
Placed with 
other service or- 
ganizations under the Military Air Trans- 
port Service (MATS). As a technical sup- 
port service, it not only services MATS’s 
global air route support mission, but also 
provides air communications and air nav- 
igational aids for all of the other com- 
mands of the United States Air Force. 
_ Global in concept and operation, AACS 
is a world-wide communications system 
linked together by standard equipment 
and procedures, so that no matter where 
a plane flies its pilot is familiar with elec- 
tronic aids in the area and knows how 
to use them. 

The late General Henry “Hap” Arnold 
should be given credit for bringing AACS 
into existence. It was because of his in- 
Sistence that a service such as AACS be 
created that the organization came into 
being. AACS is the fourth oldest com- 
mand in the United States Air Force and 
was officially activated on 15 Nov. 1938 
as the Army Airways Communications 
System. 

Between 1934 and 1936, the groundwork 


(Please turn to Page 469) 
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Washington, D. C., 19 December 1953 


Christmas Greetings to the Serbices 


The Army Navy Air Force Journal extends a Merry Christmas and a Happy New Year 
to the Services and is pleased to transmit the following messages: 


PRESIDENT DWIGHT D. EISENHOWER: 
"My most sincere Christmas greetings go to 
all our men and women of the Armed Forces 
serving at home and abroad. | know our 
whole Nation shares my profound apprecia- 
tion of your contribution to the free world's 
dedicated quest for peace. 

"You and your families have my best wishes 
for a fine Christmas and for good health and 
happiness throughout the years to come.” 


THE HON. CHARLES E. WILSON, Secre- 
tary of Defense: "| extend to the men and 
women in the Armed Services and to their 
families my warmest greetings. Those who are 
far from home and who are separated from 
their loved ones are making a sacrifice in the 
cause of peace which this holiday season sym- 
bolizes. All of us hope that this cause will be 
strengthened throughout the wor!ld during the 
coming year." 


ADMIRAL ARTHUR W. RADFORD, Chair- 
man, Joint Chiefs of Staff: ‘My sincere best 
wishes for happiness and good health, and for 
a happy Christmas and a good New Year, 
are with the men and women of the Armed 
Forces throughout the world. Wherever you 
are, it is my heartfelt hope that your life will 
be made richer with the knowledge that your 
devotion to duty and your sacrifices are 
appreciated by al! who desire freedom. 

"Let all of us, in the holiday season, join 
together with our friends and families 

(Please turn to Page 492) 





CHRISTMAS CAROLS are rehearsed at 
Ft. McPherson, Ga., by this group of Post 
Brownies and Girl Scouts who will join 
other Scouts to serenade post residents 
on Christmas Eve. The carolers are (left 
to right) Susan Siddall, Charlene Cherry, 
Carolyn Castleberry; (rear, left to right) 
Margaret Marshall, Beth Ann Butt and 
Becky Brubaker. 


Dr. Hannah Presses Pay Raise; Chances 
Seen Slight; Will Protect “Fringe Benefits” 


Assistant Defense Secretary John A. 
Hannah has sounded a new call for a 
military pay raise, but the wide-spread 
feeling in the Armed Forces is that not- 
withstanding his efforts, chances for a 
cost-of-living pay adjustment must be 


recognized as slight. Instead, there will | 


be an energetic campaign to protect 
“fringe benefits.” 

Expressing concern over loss of “hard 
core” personnel, Dr. Hannah told the 
Council of State Governments at Chicago 
on 11 Dec that the best answer to the 
competition from industry “is to establish 
more realistic pay scales for the Armed 
Forces. 

“Those pay scales,” said Dr. Hannah, 


“have not kept pace with the increases | 


in industry and in the cost of living.” 


The estimated cost of an 8 per cent | 


pay raise, representing the rise in the | 


cost-of-living since the last military pay 
boost, has been put at about $500 million 
for a force of approximately 3.5 million. 

With the forthcoming reduction 


in | 


military manpower, the cost of a pay | 


raise to the Federal Treasury would be 
considerably lower than $500 million. 
Most Pentagon observers feel certain, 
however, the Budget Bureau will con- 
tinue to assert strong opposition to any 


pay raise plan and that Capitol Hill ad- 
vocates of a pay raise, such as Represen- 
tative James Van Zandt (R.-Pa.), will not 
be able to obtain any support from the 
Appropriations Committees. 
Appropriations Committee members 
will point to the heavy defense economies 
in the “new look” and will argue strong- 
ly against any new expenditure of funds 
(Please turn to Page 480) 





Dept. Does About-Face 
On Sales By Bottle 


The Defense Department, taking an 
about-face in its liquor sales policy, this 
week prohibited sale by the bottle at 
messes and clubs in the U. S. except in 
remote areas to be determined by the 
Secretary. 

The action, predicted in recent issues 
of THE JOURNAL, will apply to all of the 
Armed Forces, notwithstanding the fact 
that the Navy and Marine Corps have 
long had this privilege, only recently ex- 
tended to the Army and Air Force. 

The Defense Department order de- 
clares that military departments can 
make no further purchases of liquor for 

(Please turn to Page 480) 
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“New Look” Will Cut 
Spending By Billions 


The economical “New Look” in mili- 
tary planning will so cut defense ex: 


| penditures in the next 18 months that at 


| least 


$10 billion will be retained in 
Treasury Secretary George M. Hum- 
phrey’s coffers compared with the pres- 
ent level of Pentagon spending—$43 
billion per year. 

The following is an unofficial “Nerv 
Look” spending prospectus, still subject 
to 11th hour revision, as it shaped up at 
JOURNAL press time. 

Dollar-wise, the new defense program 


_ will result in an expenditure cut of at 





least $1.5 billion in the current fiscal year 
ending next 30 June. 

This cutback momentum will plummet 
military spending during FY ‘55 to a 
figure below $35 billion. 

The heavy reduction in expenditures, 
particularly the decision to hold up on 
spending of FY ’54 money voted by Con- 
gress, will mean contract cancellations 
and “stretch-outs.” 





DETAILS NEXT PAGE 

The JOURNAL discusses on the next 
two pages details of the “New Look” 
impact as can be reasonably speculated 
upon at this time. Published also are 
pertinent excerpts from an address by 
Admiral Arthur W. Radford, JCS Chair- 
man, and a speech by General Charles L. 
Bolté, Army Vice Chief of Staff. Recalled 
is an Autumn address of Secretary 
Humphrey. Foretold is a potential 
morale problem for the Army, Navy and 
Marine Corps, 





The first contract cancellations or pro- 
duction modifications resulting from the 
“New Look” will be announced soon after 
the first of the year. 

Manpower will drop frem the begin- 
ning of FY ’54 to the end of FY ’55 by 
half a million—or more than the com- 
bined strength of the Navy and Marine 
Corps before Korea. 

There will be additional reductions in 
manpower in FY ’56 and FY ’57, when 
the “New Look” is scheduled to level off 
for what is being called “the long pull.” 

The drive to cut expenditures is seen 
certain to result in deactivation of sev- 
eral of the Army’s 20 combatant divisions 
and “mothballing” of some of the Navy’s 
410 combatant ships, with remaining ves- 
sels in the active fleets to be manned 
with fewer men. , 

The Marine Corps will be retained at 
its statutory minimum of three divisions 
and three air wings, but at reduced 
strengths. In view of these cuts, un- 
doubtedly an effort will be made to re- 
turn to the U. S. as early as practicable 
one of the two Marine Corps divisions 
now in the Far East. 

The Air Force, under apparent pres- 
sure to build its wings as quickly as pos- 
sible, will hit 115 by 30 June 1954, go 
on to 120 in the next fiscal year and to 


(Please turn to Next Page) 
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Money For Defense 
May Drop by Billions 


(Continued from First Page) 
121 by 30 June 1956. 

What has happened to the former 143- 
wing goal—whether or not it still re- 
mains as an objective—is not certain. 

The economy campaign will mean that 
military public works construction will 
be held to an absolute minimum. Little, 
if any, family housing will be constructed 


with Government funds. 
The Research and Development pro- 
“ram, now accounting for expenditure 


of about $1.3 billion per year, will be cut 
by many millions of dollars. 

Defense officials, always chary about 
budget details, are not expected to dis- 
close the dollar ramilications of the “New 
Look” until after the President sends his 
funds requests for FY ‘55 to Congress 
early in January. 

The fact is that firm decisions as to 
exactly how much will be shaved from 
expenditures in the remaining six 
months of FY '54 and how much will be 
whacked from spending in FY '55 and 
which contracts will be cancelled or 
“stretched out” have not yet been made. 


AF Academy Bill Will 
Show Capitol Intent 


Congressioral intent with regard to 
the new defense economy drive will be 
demonstrated to the Services when the 
House Armed Services Committee next 
month takes up consideration of its top 
priority legislation—establishment of the 
long-discussed Air Force Academy. 

The legislation has strong support 
from President Eisenhower, Defense Sec- 
retary Charles E. Wilson, and the rank- 
ing majority and minority members of 





the Committee, Representative Dewey 
Short (R-Mo.) and Representative Carl 
Vinson (D-Ga.). 


Concern is growing that despite such 
powerful support, the economy bloc on 
Capitol Hill will oppose a third Service 
Academy. 

The Air Force is all set to go with the 
Academy and has drafied a tentative cur- 
riculum. 

Many authorities in Defense circles 
maintain the Air Force could establish 
such an Academy, with the President’s 
approval, even if Congress did not take 
action, but such a step would be certain 
to provide heavy controversy. 


! 





Army Vice CofS Warns of “Wishful 


Thinking,” Tells of “Misconceptions” of Arm 


the false belief that victory in war can be 


The first public statement by a rank- 
ing Army official following Admiral 
Arthur W. Radfora’s report on the “new 
look” on Monday came on the evening 
of 16 Dec. when General Charles L. Bolte, 
Vice Chief of Staff, addressed the West 
Point Society of New York and warned 
that “the Army must never lose sight of 
certain fundamental principles, which 
are in danger of being obscured by waves 
of wishful thinking.” 

General Bolte listed these three funda- 
mental principles: 

“First, the purpose of an army is suc- 
cess in battle and to that end and that 
above all, responsible military men must 
airect their thinking. 

“Second, wars are fought in the air, 
on the sea and below the sea, but the 
issue will ultimateiy be decided on land, 
where air bases, sea bases and the 
sources of wealth and power are located. 
As long as these fundamentals hold true 

and they have so held down the cen- 
turies—armies will continue to be the 
indispensable instrument of war. 

“Finally,” said General Bolte, “the 
most important element in war is man 
himself. Upon the skill, bravery and de- 
termination of the individual fighting 
man, the issue of war will be decided.” 

General Bolte declared that because 
much information concerning new weap- 
ons and their effect on the entire mili- 
tary establishment is classified, “some 
misconceptions have gained currency. 
One is that ground fighting is now out- 
moded. 

“Nothing could be further from the 
truth,” the Vice Chief of Staff said. 

Here are other pertinent excerpts from 
General Bolte’s speech: 

“Today, argument in favor of reducing 
the Army is rooted in something more than 
a desire for economy. To a large extent, 
misconceptions about the Army's role have 


been generated by the widespread conjec- 
ture regarding new weapons. It is only 
natural that the anticipated marvels of a 
new machine should have a special appeal 


to Americans. The desire to reduce human 
effort by providing machines which perform 
man’s tasks for him bas always been a strong 
American characteristic. Certainly, in the 
social and economic fields the results of the 
efforts in this direction have contributed 
significantly to the achievement of the high 
standard of living which Americans enjoy 
today. 

“UNFORTUNATELY, HOWEVER, the 
literal application of such an attitude to the 
conduct of war would be fatal. America 


must not as a nation be deceived again into 





ATOMIC SUBMARINE 
Nautilus gets finishing 
touches at the shipyard 
of the Electric Boat Di- 
vision of the General 
Dynamics Corp., Groton, 
Conn. Scheduled to be 
launched on 21 Jan., the 
SSN 571 will be capable 
of circumnavigating the 
globe without refueling. 
Her atomic engines will 
drive the vessel at a 
rate of bettier than 
twenty knots sub 


merged. 





won without fighting for it, that machines 
can every really repiace men on the battle- 
field. 

“TIT am not suggesting for a moment that 
weapons and the resulting firepower are not 
vital. On the contrary, they are of the utmost 


importance, and a great deal of Army 
energy and money and talent is being de 


voted to the improvement of existing weap- 
ons and to the development of new ones. 
There is no question but that ground forces 
must take advantage of the latest advances 
in science and technology. This our Army is 
GGUS. «. . + 

‘‘New weapons inevitably require modifi- 
cation of tactics and of tactical organization. 
The Army is carefully studying the impact 
of the new materiel. There is a continuous 
review of Tables of Organization and Equip- 
ment to make sure that they provide the 
optimum combination of men and materiel. 
Dispersion and mobility, which have always 
been vitally important are receiving even 
more emphasis. Training in the capabilities 
and employment of atomic weapons is inte- 
grated into the training of officers and men 
at all levels. We are stressing the develop- 
ment of lighter and more reliable equipment 
and increased firepower and striking power. 
At the same time, greater emphasis is be- 
ing placed upon the initiative of small unit 
leaders and the physical toughening of the 
soldier. 

“The Army, in fact, is undergoing a 
period of greatly accelerated progress and 
change. Its capabilities are greater than 
they have ever been before. 

“At the same time, the Army’s respon- 
sibilities are likewise greater. .. . 

‘In the Far East, the Eighth Army has 
made an outstanding record, one that the 
American people and the American Army 
can be justly proud of. Its exploits are his- 
tory, its fame is secure, its capabilities for 
continued success in battle greater than ever. 

‘“‘Not so prominent and widely known is 
our other overseas Army—the Seventh Army 
in Europe. Because I have recently had the 
honor of commanding it, I know it well. 
Because I no longer command it, I can speak 
of it without false modesty. 

“Its mission in Western Europe is par- 
ticularly important. It is stationed there to 
fulfill our Nation’s commitments in the 
North Atlantic Treaty Organization, and its 
presence there reflects the vital importance 
of that part of the world to our national 


Draft Calls To Drop, 
15,000 Seen Likely 


The immediate reduction in Army 
strength may drop draft calls to an aver- 
age of about 15,000 during the latter 
months of the current fiscal year and 
throughout fiscal ’54. 

One factor that could raise the draft 
calls above this level would be if the 
Air Force and Navy should find it nec- 
essary to call on Selective Service to 
help fill enlisted ranks. Both of these 
Services are hopeful that use of the draft 
will not be necessary. 

During recent years, Army authorities 
have said that the training establishment 
should take in a minimum of 15,000 in- 
ductees per month to function efficiently 
and it is at or about this level that the 
draft probably will be pegged. 

Confirmation of a prediction in the 5 
Dec. issue of THE JOURNAL that draft calls 
would be reduced came late last week 
from Defense Secretary Charles E. 
Wilson. 

Speaking to reporters in a typically 
forthright interview at planeside before 
taking off for NATO meetings in Paris, 
Mr. Wilson revealed that the February 
draft call would be cut to 18,000 from the 
previous level of 23,000 per month. 

Asked if he expected draft calls to drop 
below that figure, he said he did not think 
they would. 

But if Army enlistments should con- 
tinue at the clip recorded during recent 
months, there is strong expectation that 
inductions will drop below 18,000 as the 
Army cuts back its strength to targets 
set for FY '55, ’56 and ’57. 
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Faces Cut In Millions 


The Defense Department Research ang 
Development program will be cut fy 
scores of millions of dollars and may drop 
close to or even below the $1 billion 4 
year mark beginning next 30 June, 

During FY ’53, $1.310 billion was obj. 
gated for R&D. New money voted for Fy 
’54 was $1.266 billion, with a $104 million 
carryover. 

The prospect of R&D fund cuts recaljs 
the statement of Defense Secretar, 
Charles E. Wilson on 6 Oct. that “perhaps 
we are currently spending a little more 
than the minimum requirements in ap 
effort to make up for the lack of expengj. 
tures in previous years.” 

Speaking of the R&D program, Mr 
Wilson noted that “we are current}; 
spending about 2% times the money for 
research and development that we did be. 
fore the Korean war.” 

His reference to spending a “little more 
than the minimum requirements” was 
picked up and given emphasis by Assist. 
ant Defense Secretary (Research and De. 
velopment) Donald A. Quarles in an ad. 
dress delivered on 26 Oct. 

Said Mr. Quarles after pointing out the 
comparison between current and pre 
Korea R&D expenditures: “The lesson of 
our history is that the public tends to 
turn away from support of the military 
unless there are clouds on the horizon 

“Now that the public seems to be more 
and more aware of the threat that faces 
us,” said the Assistant Secretary, “we 
must be careful that we do not overdo 
our demands on the Treasury to become 
over-balanced on the other side.” 

In addition to the suggestions of Mr 
Wilson and Mr. Quarles that R&D cuts 
are feasible, the likelihood of substantial 
reductions in this area is increased by 
reason of the fact that the Pentagon will 
have perhaps $50 million or more in un- 
expended money at the end of the cur- 
rent fiscal year for research and develop 
ment. 
security. The presence of American soldiers 
in position on the ground, is tangible evi- 
dence of our Nation’s determination to re 
sist aggression in that vital area. With the 
forces of the other nations of NATO, they 
constitute an important deterrent to the out- 
break of war, since tieir presence and their 
readiness significantly reduce the likelihood 
of success by an aggressor... . 

THE SEVENTH ARMY is a superb fight- 
ing force, highly trained, modernly equipped 
and with a high morale. Like the Eighth 
Army in Korea, it is a splendid expression 
of the concept of the modern army. If the 
theory that ground combat is a thing of the 
past were to result in the withdrawal or 
abandonment of such a magnificent fighting 
instrument, our national defense structure 
would be dangerously — perhaps fatally — 
weakened. By the size and character of their 
formidable armies, you will note that the 


value of land forces... . 
Conclusion 

“From what I have said, I hope that no 
one will take away from here today the 
mistaken impression that I believe that suc 
cess in war depends exclusively on the 
Army. 
the vital importance of sea power. One of 
the newest, but no less striking lessons, § 
the vital importance of air power. A com 
bination of strong and effective air, sea, and 
land forces, each organized, equipped, and 
capable of performing its specific function 
as part of a coordinated effort, is the sount 
est policy for the military defense of ou 
Nation, 

“Firmly guided by the lessons of the past 
and by military fundamentals, the Army 4 
preparing to meet every challenge of the 
future.”’ 





Maj. Taro Comptroller 

Maj. Alfred L. Taro, formerly Adjutant 
at Walter Reed Army Hospital, has just 
; been named Comptroller for the Walter 
| Reed Army Medical Center. His assist 
ant, who is also Chief of the Work Meat 
| urement Branch, is Mr. Edward W 
Zimmer. 








Fourth Carrier ‘‘Siill 


The Navy's coveted fourth 60,000-ton 
carrier was still in the defense budget 
when Secretary Charles E. Wilson left to 
attend the NATO meetings in Paris. He 
said the carrier is needed “sooner or 
later.” 





In’”’ Says Sec’y Wilson 

There’s a good chance the Navy will 
| be told the carrier can be built, put that 
other ship construction must be foregone 
That has happened with past Forrest 
class carriers. Involved is a budget item 
of about $200 million. 
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OFFICERS OF 1HE CHICAGO Chapter of the Quartermaster Association and distin- 
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guished guests who attended the recent chapter meeting at which Secretary of the 
Army Robert T. Stevens was the principal speaker. Left to right: Maj. Gen. Herman 
Feldman, Executive Vice President, The Quartermaster Association; John Slezak, 
Assistant Secretary of the Army; Col. K. S. Thornburg, Commandant, QM Subsistence 
School and Secretary of the Chicago Chapter; Rear Adm. Francis P. Old, Comman- 
dant, Ninth Naval District; Mr. Harry Williams, Vice President, Wilson & Company; 
Secretary Stevens; Maj. Gen. Kester L. Hastings, Acting, The Quartermaster General; 
Lt. Gen. W. B. Kean, Commanding General, Fifth Army; Meyer Kestnbaum, Presi- 
dent; Hart Schaffner & Marx; Brig. Gen. Norman E. Waldron, Commanding General, 
QM Market Center System; Vallee O. Appel, President, Chicago Chapter; Earle J. 
Zimmerman, President, Zim Mfg. Co.; Col. Harold M. Florsheim, President, Florsheim 


Shoe Company, and Col. L. E. Lichtenwalter, Quartermaster, Fifth Army. 








‘New Look” Cute Military Manpower 
Into Equal Portions For 3 Services 


When defense leaders emphasize that 
the “new look” is not formulated on any 
three-way cut for the Army, Navy and 
Air Force, they will have to confine their 
contention to buildup of combat units 
and funding, for by fiscal year ’57 there 
will be virtually an equal division of 
manpower. 

As the plan now shapes up, the Army, 
Navy (including Marine Corps) and Air 
Force will move towards almost equal 
strengths for the “long pull.” 


THE ARMY now has about 1,500,000 
men, was supposed to end FY '54 with 
1,423,000 but probably will fall short of 
that figure, will be reduced to an average 
strength of about 1,280,000 in FY ’55 and 
will drop beyond that to a level-off force 
of about 1,000,000. 


THE NAVY and MARINE CORPS 





which were set to end the current fiscal 
year with a combined strength of about 
975,000 (745,000 Navy and 230,000 Marine 
Corps) will be reduced to a level-off 
strength of between 875,000 and 900,000. 

THE AIR FORCE, now with about 
930,000 officers and airmen in service, is 
slated to end the current fiscal year with 
about 960,000 men—if it can replace 
losses with new recruits—is likely to get 
an additional 10,000 men in the FY ’55 
budget and will level off at a strength of 
about 975,000. 

Thus, instead of the 3.5 million men 
with which the Armed Forces began the 
current fiscal year and the heavy propor- 
tion in the Army, the “new look” will 
call for steady reductions in all Serv- 
ices except the Air Force until the long- 
range objective of about 2.875 million is 
obtained. 


Treasury Sec’y Analyzes the Military; 
JCS Computes Costs; “New Look” Results 


Secretary of the Treasury George M. 
Humphrey, no less than Admiral Arthur 
W. Radford and the other Joint Chiefs of 
Staff, must be recognized as a major de- 
signer of the “new look.” 

Secretary Humphrey, it is now possible 
to say, was a major personality in the 
formulation of the new defense program, 
aided by Budget Director Joseph Dodge, 
his fiscal chief of staff. 

It is in retrospect that Secretary 
Humphery’s role in defense planning 
comes into sharpest focus. 

The essence of the “new look” now can 
be seen to have been projected with al- 
most as much illumination by Secretary 
Humphrey in San Francisco on 20 Oct. 
as by Admiral Radford in his speech to 
the National Press Club in Washington, 
D. C., on 14 Dec., reported in detail in 
an adjacent column. 

Secretary Humphrey set the stage for 
the “new look” in his San Francisco ad- 
dress as he declared that “we live in an 
age witnessing a revolution in scientific 
and production techniques,” took the 
position that “America’s greatest de- 
‘ense against any enemy is the power 
and potential of American mass produc- 
ion,” said further that “there would not 
be defense but disaster in a military pro- 
sram that scorned the resources and 
problems of our economy—erecting ma- 
jestic defenses and battlements for the 
Protection of a country that was bank- 
rupt and a people who were impoveri- 
shed,” and added that “There would be 
not defense but disaster in so massive 
a program of arms production that our 
Strength and resources might become 
exhausted and we would lose the capacity 
to continue the effort—so that tomor- 
Tow's threat would have to be met with 
yesterday’s weapons.” 

The Treasury Department’s top com- 
mander said “we know that a balanced 





and adequate defense program, fluid and 
imaginative, mobile and elastic, will and 
must be supported by whatever appro- 
priations logic and necessity demands.” 

Admiral Radford said this week: “We 
plan force levels which provide us mo- 
bile, versatile, combat forces in readiness 
and an adequate mobilization base. ... 
At the same time, these levels will be 
those which are possible of attainment 
over the long pull.” 

In the light of Secretary Humphrey’s 
address, particularly significant was 
Admiral Radford’s declaration this week 
that “in this day and age, the military 
must be realistically concerned about 
keeping our national economy strong as 
an indispensable bulwark of the Free 
World. It is a most important facet of 
our national security problems.” 

During the years since Unification, the 
Joint Chiefs heretofore have stressed 
their exclusive role as defense advisors, 
have steadfastly maintained that civilian 
officials in and out of the Defense De- 
partment hold Constitutional responsi- 
bility for determining the economic con- 
siderations of defense programs. 

Now, Admiral Radford relates that 
“Secretary Wilson and the Joint Chiefs 
of Staff have agreed that we must ful- 
fill defense requirements with due re- 
gard for not only military factors, but 
also a wider range of political and eco- 
nomic factors, as well as the latest 
technological developments.” 

Some observers point out that since 
there is frequent, considerable and ob- 
vious disagreement on “political and 
economic factors” among political scien- 
tists and economists, in and out of gov- 
ernment, the Joint Chiefs easily could 
find themselves in difficulties when con- 
sidering areas outside of defense. 

The point seems to be this: Secretary 
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“What Is The New Look?” Adm. Radford 
Gives The Answer—Airpower Is Key 


The National Press Club in Washing- 
ton, D. C., where Deputy Defense Secre- 
tary Roger M. Kyes on 16 Oct. had de- 
clared that “the decisions we make in 
the next several months may well de- 
termine our ability to avoid WWIII, as 
well as our capacity to endure a long 
period of sufficient military strength to 
discourage further aggression on the part 
of the Communist world,” was chosen on 
14 Dec. by Admiral Arthur W. Radford, 
JCS Chairman, as a platform for dis- 
closure of the “New Look.” 

Admiral Radford said the “New Look” 
(which he capitalized) will result in “de- 
velopment of an armed posture which can 
be supported, year in and year out, on 
a long-term basis; not just one vear... 
nor two years... but for 10 years or 
even 20 years if necessary.” 

Where Mr. Kyes had said in October 
that “we must reassess our strategic 
planning and logistics in the light of 
technological advances, and have the 
courage to discard the outmoded pro- 
cedures and weapons which will no 
longer serve more than tradition.” Ad- 
miral Radford two months later had this 
to say: 

“Today’s emphasis is actually pointed 
toward the creation, the maintenance 
and the exploitation of modern air- 
power.” Admiral Radford emphasized 
that “atomic weapons have virtually 
achieved conventional status within our 
Armed Forces.” 

Declaring that the Joint Chiefs “have 
no preconceived ideas as to what our 
Armed Forces will look like a decade 


from now,” Admiral Radford said that 
“improved guided missiles, atomic-pow- 
ered ships and aircraft, an enlarged 


family of weapons and new applications 
of electronics all will have their effects 
and will be reflected in the evolution of 
our combat units.” 

The JCS Chairman said “the motif and 





tempo for the New Look stemmed from 
the directive contained in the President’s 
speech last April when he said that 
henceforth planning would proceed on 
the basis of preparations for the long- 
term pull. Here is the real key to our new 
planning,” Admiral Radford declared. 


The details of that “new planning” are 
told in the following excerpts from Ad- 
miral Radford’s address: 


WHAT IS THE NEW LOOK? 


“A New Look is a reassessment of our 
strategic and logistic capabilities in the light 
of foreseeable developments, certain tech- 
nological advances, the world situation today 
. . . and considerable estimating of future 
trends and developments. It is a searching re- 
view of this nation’s military requirements 
for security. ... 

“The New Look really is not the first such 
review of military requirements. The Joint 
Chiefs of Staff since their inception have 
continuoously reviewd security problems and 
requirements. 

“Actually, the New Look is new in only 
two respects. First, the Joint Chiefs of Staff, 
who are making it, are newly appointed. Sec- 
ond, and more important, our current review 
is based on a guiding precept that is signifi- 
cantly different. Our ‘New Look’ prepares 
for the long pull; not a year-of-crisis. It is 
aimed at providing a sturdy military posture 
which can be maintained over an extended 
period of uneasy peace, rather than peaking 
forces at greater costs for a particular pe 
rid of tension. That in itself makes a great 
difference in military planning. ... 

“The Joint Chiefs of Staff are taking a 
long, hard look at our national strategy and 
strength. Certainly, it is not a matter which 
could be completed in time for the 1955 
budget cycle. It has to be approached in a 
realistic, deliberate, systematic manner. It 
has to avoid the temptations of day-to-day 
expediencies, and pursue instead, reasoned, 
intelligent, long-term judgments. 


THE WORLD TODAY 
“The greatest announcement that I could 
(Please turn to Page 471) 





Savteus Morale Threat Confronts Army, 


Navy and Marine Corps in New Defense Plans 


Defense officials said this week the 
Army, Navy and Marine Corps will be 
confronted with a potentially serious 
morale problem as a result of “new look” 
manpower reductions which will upset 
previously planned personnel programs. 

This situation will become particularly 
acute in view of the fact that the Air 
Force, alone of the Services, will not be 
required to adjust to new cuts; instead 
the Air Force will be given additional 
personnel, probably 10,000. 

For the Army, Navy and Marine Corps, 
a relative reduction in promotion oppor- 
tunities as compared to the Air Force 
appears an inescapable result of the man- 
power cuts. 

The Army, now engaged in a tempo- 
rary promotion program for officers in 
which more than 10,000 officers were 
named eligible for consideration to lieu- 
tenant colonel, major and captain, un- 
doubtedly will be forced to slow down 
the rate of promotions from previous 
schedules. 

To date, less than 1100 temporary pro- 
motions have been announced and no 
new increments are anticipated until the 
first of the year. 

Furthermore, the Army had planned 
new selection boards next Spring. What 
effect the cutbacks will have on these 
plans is not yeticertain, but there is 
speculation that the Spring selections 
may be cancelled, or delayed until the 
next fiscal year. 

Similarly, Army enlisted promotions 
are expected to drop—certainly numeri- 
cally and probably on a relative rank 
basis as well. 

The promotion situation which con- 





fronts the Army similarly will disturb 
personnel planners of the Navy and Ma- 
rine Corps. 

As far as can be learned at this time, 
the three Services will be able to avoid 
any major officer force-out program. If 
forced attrition should become necessary 
because of budget cuts imposed by Con- 
gress on top of those initiated at the De- 
fense Department level, a new force-out 
program would be a possibility, informed 
officers said. 

It can be stated, however, that Defense 
and Service officials will do everything 
possible to avoid such action. 

Authorities point out that non-regular 
officers now in active service are almost 
100 per cent volunteers, aside from such 
specialists as doctors and others fulfilling 
Selective Service obligations. These of- 
ficers have survived previous programs 
aimed at weeding out less efficient of- 
ficers. 

For this reason, the Defense Depart- 
ment probably will authorize the Serv- 
ices to carry excess numbers of officers 
in various ranks for limited periods of 
time as normal attrition cuts down the 
overages. 

The inevitable prospect seems to be 
that Air Force officers and airmen will 
enjoy relatively superior promotion op- 
portunities compared with men in the 
other Services, at least until the period 
of adjustment to lowered strengths is 
completed. 

This will present commanders of the 
Army, Navy and Marine Corps with a 
morale problem which they are expected 
to meet quickly. 





Col. McKinnon Gp. C. O. 


Col. S. H. McKinnon has taken over as 
comander of the 3720th basic military 
group at Lackland AFB, Tex., replacing 
Col. William Feallock who has been as- 
signed to Stead AFB, Nev. 


Colonel McKinnon, a veteran of WW 
II, also served in Korea as commander 
of the 49th Maintenance and Supply 
Group of the 49th Fighter Bomber Wing. 
His last assignment was as chief of the 
supply and services division of the 5th 
Air Force in Korea. 
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UNITED STATES ARMY 


J. B. Spore Named Editor 


‘ ~ 
Combat Forces Journal 

John B. Spore, Associate Editor of the 
Combat Forces Journal since 1941, has 
been appointed Editor to succeed the late 
Col. Joseph E. Greene, USA-Ret. 

Mr. Spore has been acting editor since 
the death of Colonel Greene. Mr. Spore’s 
military service incluves more than 10 
years in the Regular Army as a private 
and noncommissioned officer and several 
years in the 134th Infantry, Nebraska Na- 
tional Guard. He is widely known 


throughout the Army, whose activities he 
has “covered” for many years. 

His appointment was made at a meeting 
of the Executive Council of the Associa- 
tion of the U.S. Army. The same meeting 














elected Col. Arthur Symons, USAR, as 
secretary of the Association and con- 
tinued him in his position as publisher 
of the magazine. 

Col. Robert F. Concklin will continue 
as Assistant Secretary of the Association 
and Advertising Director of the magazine. 
He is Chief of Staff of the District of 
Columbia National Guard. 

The Council also elected Maj. Gen. Rob- 
ert N. Young, USA, as vice president (Lt. 
Gen. George H. Decker, USA, is presi- 
dent), and the following as members of 
the Executive Council: for the term end- 
ing June 1955, Maj. Gen. James C. Fry, 
USA, Col. Dennis M. Moore, Inf., USA, 
and Lt. Col Francis X. Bradley, Arty, 
USA; and for the term ending June 1956, 
Lt. Gen. Williston B. Palmer, USA, and 
Maj. Gen. Arthur G. Trudeau, USA. 


New I Corps JAG 

Lt. Col. Oscar M. Bisant, jr., has been 
assigned as new staff judge advocate at 
I Corps Headquarters in Korea, replac- 
ing Col. J. M. Pitzer, who rotated to the 
States. Colonel Bisant came to I Corps 
from the 25th Division, where he served 
as staff judge advocate. 





MAJ. GEN. E. W. RIDINGS, right, shown | 


with Vice President Richard M. Nixon on 
his recent Far East tour. General Ridings 
recently assumed command of the Korean 
Military Advisory Group (KMAG). 
former 3d Division commander now 
heads a regiment-sized unit which con- 
tinues to advise the ROK Army in the 
post-armistice period. Besides directing 
advisory activities, General Ridings trav- 
els extensively throughout Korea with 
General Sun Yup Paik, while the ROK 
Army Chief of Staff is inspecting his 
units, training camps, and schools. He 
also acts as liaison officer between Gen- 
eral Maxwell D. Taylor, Commanding 


General, Eighth Army, and General Paik. 
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COMPOSERS. Two master 
sergeants from Ft. Meade, 
Md., with Col. Michael J. 
Geraghty (center), Ft. 
Meade Post Commander, 
who presented them with 
awards won in the Second 
Army-wide march contest. 
Sgt. Felix A. DiJdulio, left, 
first sergeant and assistant 
band director of the Sec- 
ond Army Band, won fifth 
place with his “‘Scalewise 
March.”” Sgt. Earl R. 
Mays, right, arranger for 
the U. S. Army Field Band, 
took the first award with 
“The Army Field Forces 
March.’’ Presen- 
tations were made at the 
recent annual Christmas 
concert of the Army Field 
Band. Both marches have 
been entered in a competi- 
tion among all Army units. 


Gen. Hoge Extended; 
List ’54 Retirements | 


One Army four-star officer, General 
Thomas T. Handy, and seven lieutenant 


generals are slated for retirement during | 


1954 for age and service, while another 


four star officer, General William M. 
Hoge, will be continued on active duty 
for an unspecified period beyond his 


scheduled retirement in January. 

Due for '54 retirement, the Army said, 
are 16 permanent major generals and 
four brigadier generals. 


These officers could be extended on ac- | 
tive duty, as is being done in the case of | 
General Hoge, U. S. Army Europe CG, | 


but expectation is at the present time 
that they will be retired. 

General Handy, Deputy Commander- 
in-Chief, U. S. European Command, will 
be 62 in March. His active duty tour had 
been extended previously for two years, 
the extension having been requested by 
General of the Army Dwight D. Eisen- 
hower when he was head of SHAPE. 

In addition to General Handy, otier 
top officers who will retire include two 
ZI Army commanders, Lt. Gen. Withers 


A. Burress, who goes out in November | 


from command of the First Army at 
Governors Island, N. Y., and Lt. Gen. 
Joseph M. Swing, Sixth Army Com- 
mander who will retire in February and 
who probably will be succeeded by Maj. 
Gen. William F. Dean, who becomes 
Deputy Sixth Army Commander on New 
Year’s. 

Other lieutenant generals to retire are 
Andrew W. Bruce, Armed Forces Staff 
College Commandant, Norfolk, Va., Sep- 
tember; John T. Lewis, CG, Antiaircraft 
Artillery Command, October; Horace L. 
McBride, Commander-in-Chief, Carib- 
bean Command, June; Daniel Noce, The 
Inspector General, November; and John 


CG, U. S. 


W. O’Daniel, Pacific 
February. 

A new U.S. Military Academy Super- 
intendent must be named next year also 
for Maj. Gen. Frederick A. Irving wil 
retire, according to present plan, in Sep 
tember. 

Other major generals who will retire 
are: 

Roderick R. 
Mass., May. 

Ivan L. Bennet, 
April. 

William E. Bergin, The Adjutant Gen- 
eral, May. 

Walter D. Love, Dental Division Chief 
June. 

Stanley L. Scott, Engineer Center CG 
Ft. Belvoir, Va., March. 

Lester J Whitlock, CG, U. S. 
Caribbean, July. 

Harry L. Collins, CG, 3lst Inf. Div 
Camp Atterbury, Ind., Oct. 

Kirk B. Lawton, CG, The Signal Center 
Ft. Monmouth, N. J., Nov. 

In addition to the last named, three 
other permanent brigadier generals will 
retire. They are Brigadier Generals 

Egbert Cowan, Commandant, Army 
Dental School, Wash., D. C., Oct. 

Jacob L. Hartman, Chief of the Vet- 
erinary Division, July. 

Joseph J. Twitty, CofS, Fifth Army 
Nov. 


Army, 


Allen, CG, Ft. Devens 


Chief of Chaplains 


Army 





Col. Shepherd At Meade 


Col. Gerald D. Shepherd has been as 
signed as Chief, Inspecting and Testing 
3ranch, Training Division G-3 (Training 
and Operations) Headquarters Second 
Army, Ft. George G. Meade, Md. He pre 
viously served 
Headquarters Army Forces Far East. 

Colonel Shepherd and his wife, the for- 
mer Lorraine Thornton of Oklahoma City 
reside with their daughter Vickie Lu 4! 
Fort Meade. 
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howny Under Sec. Elected 
Pres. Air Transport Assoc. 


Earl Dallem Johnson was elected presi- 
dent of the Air Transport Association of 
America at the Directors meeting this 
week. To enable him to fill this position, 
President Eisenhower at the same time 
accepted his resignation as Under Secre- 
tary of the Army, a post which he has 
held since February of this year. He suc- 
ceeds Vice Adm. Emory S. Land, USN- 
Ret. who resigned this week as ATA 
president. 

In making the announcement of Mr. 
Johnson’s election, the Directors of Air 
Transport Association pointed out the 
scheduled air transport industry of the 
United States had always regarded itself 
as an auxiliary in the nation’s defense. 
Therefore, they felt Mr. Johnson’s back- 
ground in the Air Transport Command, 
reenforced by his experience in the De- 
partment of Defense with manpower, 
procurement, research, development and 
budget problems, insured the scheduled 
air transportation of continuing to ad- 
vance their already considerable role in 
the national defense picture. 

Mr. Johnson graduated as a pilot from 
the Air Corps Training Centers at Ran- 
dolph and Kelly Fields, Tex., in 1932. 
After serving for a year in the Air Corps, 
he joined the firm of Loomis, Sayles and 
Co., economic consultants and investment 
counselors. He remained with this organ- 
ization until June of 1942, when he re- 
ported for active duty as first lieutenant 
and pilot in the Air Transport Command. 

Upon leaving the service in 1946 as colo- 


nel, Mr. Johnson returned to his old firm | 


as a director and vice president. However, 
in 1950 he was nominated Assistant Secre- 
tary of the Army for Manpower and Re- 
serve Forces. In this capacity he served 
as a member of the Reserve Forces Pol- 
icy Board, Office of the Secretary of De- 
fense, and represented the Department 


of Defense in negotiations for the Japa- | 


nese Peace Treaty in 1951. 

Mr. Johnson became Under Secretary 
of the Army in 1952 and was renominated 
to this position by President Eisenhower 
on 4 Feb. 1953. Here he has had direct 
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responsibility for general management, 
research and development, and all fiscal 


! and budgetary aspects of the Army’s op- 
' erations. 
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New Ryukyus Provost 

The Ryukyus Command has named Lt. 
Col. Kenneth C. Johnson as Prevost 
Marshal, succeeding Lt. Col. William E. 
Walkup, who is returning to the U. S. 
for reassignment at Fort MacArthur, 
Calif., after a 22-month tour in Okinawa. 

Colonel Johnson arrived on Okinawa 13 
June after almost a year in the Prisoner 
of War Command, Koje-Do, Korea. His 
wife, Sheelagh, recently joined him on 
the island. 
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Eighth Army I&E Chief 


Col. Henry B. Margeson is the new 
Chief of Troop Information and Educa- 
tion Section, Headquarters, Eighth Army. 
He was G-3 of First Army, Governors Is- 
land, N. Y., before arriving in Korea. 


> 
HONOR 45TH INF. DIV. IN KOREA— 
A Thunderbird-shaped cookie amuses 


President Syngman Rhee and Maj. Gen. 
P. D. Gindar, commanding general of the 


45th Division, at a reception following a | 
division-wide review at which Rhee con- | 


ferred his Presidential Unit Citation 
upon the Thunderbird Division. 
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U. S. NAVY & MARINE CORPS 


Navy Re-Ups Are Down: Category Fours A Problem 


The Navy added its official voice this 
week to the growing discontent currently 
being aired within the Defense Depart- 
ment on the subject of manpower dis- 
tribution. 

The present manpower system, as out- 
lined in previous JOURNAL articles, pro- 
vides for a percentage distribution among 
the Services of personnel in the lowest 
mental and physical grouping. It was set 
up in 1951 under the aegis of then Assist- 
ant Secretary of Defense Anna Rosen- 
berg. 

Although not mentioning the Qualita- 
tive Distribution System by name, Vice 
Adm. James L. Holloway, jr., said this 
week that the enlistment system in use 
since May 1951 has acted to the detri- 
ment of the Navy. At the same time, 
the Chief of Naval Personnel outlined 
steps which are being taken to rid that 
Service of men not qualified for promo- 
tion or who have been placed in a limited 
duty category. 

Enlistment of personnel with lower 
mental and physical standards “has had 
a detrimental effect upon morale, disci- 
pline, and efficiency within the Navy,” 
Admiral Holloway said. He added that 
“Indefinite retention of such persons will 
result in serious dilution of the Navy’s 
potential petty officer strength.” 

The Air Force previously took similar 
action to ban reenlistment of men with 
low mental and physical abilities, and 
released inveluntarily about 1500 who 
were in this category. 

The Army also objects to the system, 
but on a slightly different basis. Because 
that Service is forced to take more than 
a minimum 27 per cent of Category Four 
personnel it has found itself saddled with 
heavy numbers of men who possess inade- 
quate qualifications and who cannot be 
used satisfactorily. 

Although the Navy is not currently 
meeting its reenlistment rate, Admiral 





Holloway listed two new categories of 
personnel who “are not considered to 
meet the required standards for reenlist- 
ment.” They are: 

1—-Personnel whose physical profile on 
enlistment or as later revised while un- 
dergoing recruit training resulted in their 
being placed in a limited duty status 
(L4 or L5). The instruction applies only 
to those who were so designated during 
the (current) first enlistment. 

2—Personnel in pay grade E-3 and be- 
low serving in first enlistments who have 
failed to pass a servicewide competitive 
exam for pay grade E-4 rating “or who 
are not considered by their commanding 
officer to be potential petty officer caliber 
in the foreseeable future.” 

The Chief of Naval Personnel reminded 
all ships and stations that “A healthy per- 
sonnel situation requires the reenlistment 
of at least 60 per cent of all personnel 
whose enlistments are expiring, and at 
least 25 per cent of those whose first 
enlistments are expiring.” 

He said “This is mandatory if the Navy 
is to maintain a hard core of career 
personnel capable of maintaining the 
Navy’s current effectiveness and meeting 
the personnel expansion requirements of 
mobilization.” 

He noted, however, “The Navy’s serv- 
icewide reenlistment rate, patricularly 
first reenlistments in certain critical rat- 
ings, deos not currently meet this stand- 


ard.” 
Dental Officer Retires 

Comdr,. Wilbur H. Pederson, DC, USN, 
was placed on the retired list of officers 
of the Navy, for physical disability, on 
1 Dec. 

A graduate of the Iowa University 
School of Dentistry in 1935, he was com- 
missioned in the Dental Corps of the 
Navy in 1937, and had been on continu- 
ous active duty for more than fifteen 
years. 
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19 December 1953 Pentagon May Recall 


MarDiv From FEC 


Planned cutbacks in military strength 
during fiscal 1955 may result next year 
in the recall from the Far East of the 
3d Marine Division, commanded by Maj. 
Gen. Robert H. Pepper. 

The Division, 
transported’ to 
Japan _ shortly 
after cessation 
of hostilities in 
Korea, previous- 
ly was based at 
Camp Pendle- 
ton, Calif., with 
part of its units 
stationed in the 
Hawaiian Is 
lands. Recently, 
together with 
the Army’s 187th 
Airborne Re gi- 
mental Combat 
Team and the 
56th Amphibious 
Tractor Battalion, it.was welded into a 
new organization: Provisional Corps, 
Japan. 

Observers here believe that the Ma- 
rine Corps, with a reduced strength of 
207,000 (possibly less) will be unable to 
maintain two combat-ready units in the 
Far East. Only one large Marine combat 
unit, the 2d Marine Division, Camp Le- 
jeune, N. C., is available in the States to 
be used as a replacement “center” for 
Marines who would have to be rotated 
from the two Far Eastern divisions. 

JOURNAL sources noted that since the 
withdrawal of the 3d Division’s units 
from Hawaii, the Marine Corps has not 
replaced ground troops previously sta- 
tioned there. Thus, the 1st Provisional 
Marine Air-Ground Task Force, based at 
Kaneohe Bay, is at present an air-ground 
group in name only. 

The Marine Corps’ inability thus far 
to bolster the Kaneohe Task Force with 
additional ground elements is indicative 
of the already difficult position in which 
the Corps finds itself with regard to 
combat replacements. It is not militarily 
feasible, authorities say, for the Corps 
to maintain its present posture over a 
long period of time even at present 
levels. 

When 23,000 Marine troops are sliced 
away beginning next July, the Corps may 
have to resort to skeletonization of some 
of its Stateside units, thereby creating 
a scanty combat replacement pool. 

One answer appears to be recall from 
Japan of the 3d Division, another possi- 
bility is the withdrawal of the 1st Ma- 
rine Division from Korea. 


Graduate 73 Wave Officers 


The Navy’s largest postwar class of 
women officers was graduated and com- 
missioned this week at the Women Offi- 
cers Indoctrination Unit, Newport, R. I. 
The class numbered 75. 

Prior to the graduation exercises on 
17 Dec., the Wave students were reviewed 
by Capt. Louise K. Wilde, Assistant Chief 
of Naval Personnel for Women. Captain 
Wilde was later the principal speaker 
at the graduation ceremony. 

Lt. Comdr. Anne M. Willauer is Officer 
in Charge of the school. 
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Marine Corps Retires 


66 Staff Non-Coms 


The Marine Corps has announced the 
retirement of 66 staff non-commissioneg 
officers including M/Sgt. Charles F, Rob- 
erts, who was placed on the Marine Corps 
retired list after 30 years’ service. 

Placed on the temporary disability re. 
tired list were M/Sgts. Alvin J. Alberado, 
David C. Beeler, Fred L. Rowbotham 
Erick Stromstad; T/Sgts. Richard ¢ 
Hipple, Roger M. McCaskill, Louis 
Magee, Donald M. Richards, Ervin F 
Schrunk; S/Sgts. Raul Arellano, jr, 
Henry B. Burnes, Jules E. Butler, Augys. 
tus Byrd, jr., Ronald G. Coleman, Henr 
D. Gibson, Frank J. Mosso, William R 
Moxley, William Ransby, jr., Leslie 4 
Thompson, Eugene Tucker, jr., Miguel] 4 
Vega-Paganelli, and Edward E. Zumwalt. 

Transferred from the temporary disg- 
bility list to the permanent disability re. 
tired list were T/Sgt. James L. Angel and 
S/Set. Bernard J. Brydon. 

Those placed on the Fleet Marine Corps 
Reserve List were T/Sgt. Verne L. Brandt 
and the following Master Sergeants: 
Adams, Denzel W McSweeney, Geo M 
Baum, Joseph B Mayo, Milford M 
Darling, William L Miller, Harold A 
Elliott, George C Mize, Kenneth W 
Foster, Claude O Morrissette, J H 
Green, Larry L Riley, Howard E 
Horn, Herbert B Sauls, David O, jr 
Humes, Thomas F Schneider, Geo R, jr 
Ice, Jess W Smelgen, Walter L 
Jordan, Foy E Smith, Erval J 
Kaping, Wilbert H Weldon, John W 
McGinley, Bernard A 

Those placed on the Fleet Marine Corps 
Reserve Retired list included T/Sgt. Ju- 
lius Freedman and the following Master 
Sergeants: 
Butler, Arville W 
Carlsen, Reidar 
Durmer, Jacob 
Easterling, Wm A 
Gaynor, Leon J 
Gunnarson, Eric 
Harrison, Fred 
Lichtenberg, M J 


Trophies to USNR Units 


Surface Division 4-105 of Lorain, Ohio, 
Submarine Division 13-7 of Portland, Ore., 
and SeaBee Division 9-30 of Colorado 
Springs, Colo., have been named winners 
in the fifth annual national competition 
among Naval Reserve units. The SeaBee 
Unit took the award for construction bat- 
talion divisions for the second consecutive 
time. 

The James Forrestal Trophy will be pre- 
sented to Surface Division 4-105 by Secre- 
tary of the Navy Robert B. Anderson. The 
Admiral Chester W. Nimitz Trophy will 
be awarded by Admiral Nimitz to Subma- 
rine Division 13-7. The Vice Admiral J. J. 
Manning Trophy has been awarded to 
SeaBee Division 9-30 by Assistant Secre- 
tary of Defense Franklin G. Floete. 

Runners up in the competition were 
Surface Division 1-12, Brockton, Mass. 
and Surface Division 3-47, Binghamton, 
N. Y¥.; Submarine Division 1-7, Boston, 
Mass., and Submarine Division 9-225, Chi- 
cago; SeaBee Division 3-30, Yonkers, N. 
Y., and SeaBee Division 8-15, Amarillo, 
Texas. 


Lynn, Alvin L 
MecNelly, F E 
Nelms, Willie L 
Ryder, Roger F 
Simmonds, Albert E 
Tedrick, Ezra L 
Whitehouse, Louis H 








Receive Safety Award 

Capt. C. R. Wilcox, Commanding Off- 
cer, U.S. Naval Hospital, Camp Lejeune, 
N. C., recently accepted an Industrial 
Safety Award on behalf of the hospital’s 
maintenance division. 

The award, signed by Secretary of the 
Navy Robert B. Anderson, was made to 
the hospital for maintaining an accident 
rate of less than 2.5 per cent during 1952. 
It was the third consecutive year for 
which the hospital received the award. 
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Navy Rescue At Sea 


Two Navy Pilots were snatched un- 
injured from the sea on 11 Dec. by the 
aircraft carrier Essex and the Destroyer 
Renshaw minutes after their Cougar jets 
collided in mid-air at 18,000 feet, about 
12 miles east of Honolulu. 

Lt. John E. Kriooell, USNR, was res- 
cued, 19 minutes after he parachuted in- 
to the sea, by the crew of a motor whale- 
poat dispatched by the Essex. Ens. Don- 
ald D. McConnell, USNR, was picked up 
ten minutes after his parachute settled 
onto the water, by a motor whaleboat 
from the Renshaw, commanded by 
Comdr. L. O. Alford, USN. Both pilots 
were back aboard the Essex in a matter 
of minutes after rescue, no worse for 
wear. 

The pilots, members of Air Task Group 
Two, based aboard the Essex, were on 
routine training flights when the accident 
occurred about 8:00 A. M. The reason for 
the accident was not announced, but a 
board of officers has been appointed to 
investigate and determine its exact 
cause. The aviators escaped from their 
stricken jets by using special ejection 
seats installed in all high-speed Navy air- 
craft. 

The Essex is commanded by Capt. C. 
H. Duborg, USN, and is the flagship of 
Rear Adm. Robert E. Blick, USN. 





Navy General Counsel 

Secretary of the Navy Robert Anderson 
has appointed F. Trowbridge vom Baur, 
Washington, D. C., attorney, as Navy Gen- 
eral Counsel, effective 15 Dec. 

A native of New Jersey, Mr. vom Baur 
received his BA degree from Amherst 
College in 1929, and an LLB degree from 
Harvard Law School in 1932. He was asso- 
ciated with the law firm of Millbank, 
Tweed & Hope, New York City, from 1933 
to 1942, when he became Regional Coun- 
sel in Latin American Countries for the 
Coordinator of Inter-American Affairs. He 
served in that post until 1946. Since the 
war, he has engaged in the private prac- 
tice of law in Washington and Chicago. 


Advertisers in the Army Navy Air Force 
Journal support the Armed Forces and are 
familiar with their requirements. 





Adm. Hines to Head College 


Admiral John F. Hines, jr., USN (Ret.), 
this week was named president of the 
American International College in Spring- 
field, Mass. He had been acting president 
of the institution since early last spring. 

During his 25 years of active Naval 
duty, Admiral Hines held many teaching 
positions in the service. At one time he 
was an instructor of Modern Languages 
at the U. S. Naval Academy. In 1940, he 
was appointed assistant professor of Na- 
val Science at the University of Penn- 
sylvania where he helped establish a 
Naval ROTC unit. 


After serving four years in the Pacific 
Theatre during WW II, Admiral Hines 
was placed in charge of the gunnery 
training program for the entire fleet. He 
held this post until his retirement in 1948. 
He became associated with the American 
International College the same year as 
Assistant to the President. 


AIC is a Liberal Arts College which 
has two overseas branches. One is located 
in Bermuda at the Military Air Transport 
Service base there, and the other is at 
the MATS base in the Azores. Admiral 
Hines is married to the former Mary 
Earle, daughter of the late Admiral Ralph 
Earle, a former president of the Worces- 
ter Polytechnic Institute. 





New Navy Work Uniform 


The Secretary of the Navy has ap- 
proved a new winter working blue uni- 
form for officers and CPOs as an optional 
item of wear while at work aboard ships 
and stations. 

It consists of a blue flannel shirt (cost, 
$7.25 at clothing and small stores) with 
black necktie, blue service trousers with 
black web belt, and black shoes. The tie 
may be omitted when working around 
moving machinery where it might create 
a hazard. 

Officers will wear corps and rank in- 
signia on the shirt collar. No service 
coat is required and ribbons will not be 
worn. The cap cover will be blue or white 
as prescribed for the service uniform-of- 
the-day. 
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Additional Regulars 
Boost Wave Program 


The Navy’s lagging promotion pro- 
gram for WAVE officers this week re- 
ceived an encouraging boost when 63 
USNR WAVE line officers were selected 
by an integration board for Regular 
commissions. 

The large number of WAVEs named by 
the board (almost one-third of the total 
number selected) are believed by obser- 
vers to have resulted from an appeal 
made by the WAVE Director, Capt. 
Louise Wilde, USN. 

In a letter dated last September, Cap- 
tain Wilde pointed out that a “decline 
in overall numbers of women line officers 
has seriously decreased promotional 
opportunities” for the large group of 
women officers serving in the rank of 
lieutenant. 

Only Solution 

She told the WAVEs the only work- 
able solution to the problem was to in- 
crease “the total of Regular Navy 
women officers on the active list of the 
line,” because “An increase in the over- 
all number of Regular Navy women line 
officers through this source will pro- 
vide additional vacancies in the critical 
grade of lieutenant commander and a 
selection board can then be convened 
during this present fiscal year.” 

Captain Wilde warned that the wom- 
en’s component could not be maintained 
as a part of the Regular Navy unless 
the nucleus of Regular officers was “con- 
stantly revitalized by the addition of 
young, well-qualified officers.” 

She said, “Future promotional oppor- 
tunities for women officers, line and staff, 
Regular and Reserve, depend on the 
success of the current USN Augmenta- 
tion Program.” 

Increase Allowances 


The addition of the new officers to the 
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Regular WAVE line strength means that 
a total allowance for WAVE line com- 
manders and lieutenant commanders 
could be set at 33 and 67, respectively, 
within percentages prescribed by law. It 
also means that a board to be convened, 
this coming spring can select at least 11: 
line lieutenants for promotion to lieu- 
tenant commander. 

No promise was held out, however, to’ 
WAVE line officers hopeful of an oppor- 
tunity for promotion to commander. 
Bureau of Naval Personnel planners 
have stated that the Navy needs no addi- 
tional women officers in this rank. 

WAVE officers thus far considered for 
promotion to commander have had only 
a 50 per cent opportunity for selection 
compared with an 80 per cent oppor-. 
tunity provided male officers. Vice Adm. 
Laurance T. Dubose, former Chief of 
Personnel, has said a 50 per cent selec- 
tion failure (for male officers) is 
“extremely severe.” 

Despite this statement of fact, the 
Navy will begin early next year to re- 
tire WAVE lieutenant commanders who 
have been afforded only a 50 per cent 
chance for promotion. The first of the 
group is Lt. Comdr. Mary Elizabeth 
Brown, who has been promoted only 
twice during her more than 11 years of 
Naval service, and who will have served 
in her present grade for eight years on 
1 Jan. 





Admitted to Supreme Court 

Maj. William H. Bennison, 35, USMC, 
Camp Lejeune, N. C., was admitted to 
practice before the U. S. Supreme Court 
on 7 Dec. 

The ceremony in the chamber of the 


| Nation’s highest tribunal made Major 


Bennison one of the very few Marine 


| officers to be so honored, 
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U.S. AIR FORCE ~~ 


|Wing-A -Month Pace 
Is AF Requirement 


The Air Force, in order to make De- 
fense Secretary Charles E. Wilson’s pre- 
diction of 115 “good wings” by 30 June 
1954 come true, must activate a wing-a- 
month 

This pace was set in November when 
the Tactical Air Command, under Gen- 
eral John K. Cannon, announced organ- 
ization of the 388th Fighter Bomber 
Wing at Clovis AFB, N. M. 

This week the Air Force said that an- 
other wing, the 46lst Light Bombardment 
Wing, will be activated in December at 
Hill AFB, Ogden, Utah. 

SAC essay contest winner, 14-year-old The 461st will give the Air Force ap- 
George Francis, of Ft. Worth, Tex., takes | proximately 109 wings as of New Year’s 
a turn in the co-pilot seat beside General | Day. 

Curtis E. LeMay, SAC commander, while The 46lst Light Bombardment Wing, 


. », | Which also will be under TAC, will be 
enroute to Washington in the ere “temporarily equipped” with Douglas 
C-97 to participate with other “kid com- | 5.26 “Night Intruders,” the Pentagon an- 
manders” in a national program spon- _ nouncement said. Although the piston- 
sored by the Air Force and Kiwanis | ©"gined B-26 has been flying since July, 
1947, it is still rated as the Air Force's 

















Clubs. standard light bomber. 
- This would seem to indicate that not 
> . oe all of the 115 wings to be in active status 
Select USAFR Generals by the end of the present fiscal year will 
Selection of officers to be promoted to | be equipped with modern aircraft. 
general officer slots in the Reserves was It is apparent that if there was any 


completed on 11 Dec., but names of the | thought previously of delaying activation 
officers concerned will not be announced | of any wings until new aircraft were 
until after Congressional approval, prob- | available, the emphasis will shift to a 


ably some time in January. speedy build up to the target cited by the 
The majority of the promotions will | Defense Secretary. 
be from colonel to brigadier general. Earlier this year, Air Force authorities 


Officers on active duty will not be given | indicated that during fiscal year '54 it 
a Reserve promotion higher than the ac- | would be possible to bring wing strength 
tive duty grade in which presently serv- | only to about 110. 


ing, the Air Force said. ki t thing? W 
Lookin 
This will represent the first Reserve | of¢ comatiibont es andl coat eae 
general officer promotion list since 1950. | Air Force Journal’s classified advertisements. 
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MAJ. GEN. JOHN R. GILCHRIST (left), 
Director of Finance for the United States 
Air Force, and Brig. Gen. Richard L. 
Scott, Commander of the Air Force Fi- 
nance Center in Denver, confer on the 
new organization of the AFFC which has 
been accomplished to meet the personnel 
reduction requirements of the Air Force. 
An Office of Field Services has been es- 
tablished to service the Finance Network, 
and an Office of the Comptroller organ- 
ized to monitor operating activities of 
the AFFC. 


icin icaais 9 to MG. 


President Eisenhower this week named 
9 Air Force brigadier generals for tempo- | 
rary promotion to two-star rank and at | 
the same time advanced 13 from colonel | 
to temporary brigadier general. 
Those appointed with the positions they | 
will occupy follow in order of their new | 
temporary rank: | 
To Major General j 
Jonhson, Alfred H, 270A, Deputy Director for 
Logistics Plans, Joint Staff, JCS. 
Born, Charles F, 365A, Commander, Crew | 
Training Air Force, ATRC. 
Underhill, Edward H, 421A, Director, Joint 
Tactical Air Support Board. | 
Hale, Dudley D, 431A, Deputy Chief of Staff, | 
Operations, Allied Air Forces, Central | 
Europe, SHAPE. | 
Cork, Robert O, 523A, Comptroller, SAC. | 
Ganey, Wiley D, Commander, 802d Air Divi- | 
sion, SAC. | 
Hobson, Kenneth B, 616A, Director, Man- | 
power and Organization, DCS/Operations, 
Hq USAF. 
Harris, Hunter, jr, 624A, Deputy Director | 
of Plans, DCS/Operations, Hq USAF. } 
Metzger, Kern D, A0914698, Chief, Produc- 





Col. sini’ is ACofS 
For MATS Reserves 


Col. Dean H. Eshelman has been as- 
signed to headquarters, Military Air 
Transport Service, Andrews AFB, Md., as 
assistant chief of staff for Reserve Affairs, 
Lt. Gen. Joseph Smith, MATS command- 
er, announces. 

Colonel Eshel- 
man will super- 
vise and monitor 
the reserve pro- 
gram which will 
be given increas- 
ing emphasis 
throughout the 
Command. His 
last assignment 
was as director 
of intelligence, 
Air Resupply 
and Communica- 
tions Service—a 
MATS technical 
support service. Col. Eshelman 

The 44-year-old 
Kansas State alumnus has held various 
assignments in the Air Force since he en- 
tered military service in July 1940. They 
included one in the Panama Canal Zone 
where he was base operations officer at 
Albrook Field. He also was a member of 
the U. S. Military Mission in Santiago, 
Chile, from December 1944 to July 1946. 

Colonel Eshelman taught Military Sci- 
ence and Tactics at Kansas State for 
three years. 

Colonel Eshelman is married to the 
former Georgia A. Beaver of Spokane, 
Wash. The couple have two children, 
Stephen—6, and Patricia—1%. They will 
make their home in Arlington, Va. 


Col. Perkins Base Surgeon 

Col. Charles B. Perkins, formerly Air 
Surgeon at Headquarters, 12th Air Force, 
Germany, has been appointed Base Sur- 
geon at Fairchild AFB, Wash. He replaces 
Col. Gus W. Neece who is now Base Sur- 
geon at Barksdale AFB, La. 
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tion and Industrial Resources, Div., Amc 
To Brigadier General 


Donnelly Harold C, 647A, CofS, Armed Force; 
Special Weapons Project. 


Plans, Div., DCS/Operations. 

Luehman, Arno H, 1080A, Deputy Director, 
Public Information, OSAF. 

Miller, Frederic H, jr, 1273A, Inspector Gen 
eral, AMC. 

Preston, Maurice A, 1337A, Commander, 308th 
Bomb Wing, SAC. 

Taylor, Robert, 3d, 1347A, CofS, Allied Air 
Forces, Southern Europe, SHAPE. 

Funk, Ben I, 1500A, Commander, 85th Air 
Depot Wing, USAFE, 

Demler, Marvin C, 1550A, Vice Commander 
Wright Air Development Center, ARDC. 

Edwinson, Clarence TFT, 1597A, Commander 
42d Air Div, SAC. 

Wheless, Hewitt T, 1609A, Director, Opera- 
tions, 2d Air Force, SAC. 

Viccellio, Henry, 1728A, Director, Operations, 
Office of the Air Deputy, SHAPE. 

Roberts, James E, 1846A, Commander, 3595th 
Flying Training Wing, ATRC. 

Edmundson, James V, 1863A, Commander, 924 
Bomb Wing, SAC. 


Maj. cm ideas Named 
Chief of MAAG, Spain 


Maj. Gen. August W. Kissner, USAF 
has been appointed Chief of the U.S 
Military Assistance Advisory Group 
(MAAG), in Spain. 

General Kissner, 47, has been with the 
military mission which was established 
in March 1952, to assist the Ambassador 
in negotiations with the Spanish Govern- 
ment. The negotiations were completed 





and agreements were signed 26 Sept 
1953. 

He was graduated from the U. S. Mili- 
tary Academy 9 June, 1928, commissioned 
a second lieutenant of Infantry and as 
signed at Brooks Field, Tex., where he 
received his initial pilot instruction 

General Kissner joined the Fourth 
Bombardment Wing in the European 
theatre in May 1943, as executive officer 
and two months later was named its 
chief of staff. He was appointed Chief 
of Staff of the Third Bombardment Di 
vision in the European theatre in Sep 
tember 1943. A year later he was a& 
signed to the office of the Director of 
Plans at Headquarters, United States 
Strategic Air Forces in the European 
theatre. In January, 1945, he was trans 
ferred to 2ist Bomber Command head- 
quarters on Guam and the next month 
became chief of staff of that command 

Since the end of WW II, General Kis* 
ner has seen service with the Air Trans 
port Command; the Strategie Air Com- 
mand; with Headquarters, USAF, as its 
Director of Plans and Operations, ané 
with Headquarters, United States Ai 
Forces in Europe, with station in Ger 
many. He went to Spain on temporary 
duty in March 1952. 





Seek Fiscal Decision 


The Air Force has asked the Comp 
troller General to rule on the entitlement 
of an officer to lump sum bonus payment 
-—$500 a year given to Air Corps Reserv 
ists—to officers who may be retired for 
20 or more years’ service. A decision has 
not yet been announced. 


Ask any Officer 
about Uniforms by 
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for the AACS to be was laid by establish- 
ing 33 domestic air navigational stations. 
Within two years these stations had dem- 
onstrated their value to such a point that 
in mid 1938 an army regulation was pub- 
lished which officially established the 
Army Airways Communications System. 

Thus, AACS was born of necessity and 
from its original 3 officers and 300 en- 
listed men operating 33 stations, it grew 
to become one of the largest communi- 
cations organizations in the world. During 
World War II, AACS had 51,000 men op- 
erating 165,000 miles of aerial electronic 
“highways” from the frigid Arctic to the 
humid heat of the jungles. 

In the early part of 1941, as our coun- 
try drifted closer to active warfare, there 
was a need for a greatly expanded mili- 
tary airways communications system. 
AACS was given the challenge of build- 
ing and operating such a system. Not 
only was there the gargantuan problem 
of equipping the new bases with commu- 
nications equipment, but also the major 
problem of how to find qualified men to 
set up and operate those stations. In or- 
der to meet this urgent requirement AA- 
CS initiated an extensive amateur radio 
program. Amateur radio enthusiasts, 
more properly known as “Hams,” were 
recruited by word of mouth and by a di- 
rect mail campaign. These vitally needed 
radio communications men were assigned 
to active duty generally to foreign sta- 
tions and without the usual six months 
of basic training. Due to their country’s 
need and the necessity for speed in set- 
ting up these stations, it was mainly in 
their off-duty hours that the majority of 
them learned to “soldier.” 

AACS stations came on the air one by 
one, and during World War II more than 
30 agencies of the Allied Nations used 
the communications facilities that were 
provided by the Airways and Air Commu- 
nications Service. AACS operated stations 
in Greenland, Iceland, Alaska, North Af- 
rica, Europe, the South Pacific, and the 
Far East. AACS men worked in all kinds 
of weather and frequently under enemy 
fire to build the greatest air communica- 
tions network the world has ever known. 
On any air base or station from which 
Air Force planes operate, AACS men and 
their equipment must be among the first 
to arrive at that station and must be op- 
erating before flying operations can be 
conducted; conversely, AACS men and 
operations must be the last to close down 
on any field, whether the field is deacti- 
vated by ourselves or under attack by 
enemy forces. 

Nerve Center 


It was found during the Berlin Airlift 
that in a round-the-clock mass movement 
of cargo by air, communications and its 
allied air navigational aids were the very 
nerve center of the operation. Also, it was 
during the Berlin Airlift that AACS made 
the magnificent achievement of having a 
GCA (Ground Controlled Approach) land- 
ing every three minutes; or putting it an- 
other way, there had been more GCA 
landings under instrument conditions at 
Tempelhof Air Base in Berlin during the 
last months of the airlift than in all of 
the civilian airports using GCA in the 
United States. The experience gained 
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from this clockwork mass movement was 
the training necessary for success that 
enabled the Military Air Transport Serv- 
ice and AACS to fulfill the much larger 
world-wide commitment of the United 
States Air Force in movement of men and 
materiel to support the United Nations 
effort in Korea. 

Soon after the invasion of Korea, AACS 
rushed units from the 1808th AACS Wing 
in Tokyo to South Korea in order to es- 
tablish the necessary air navigational and 
control facilities in that area. By mid- 
June 1950, AACS had airlifted by its own 
operations more than 300 officers and men 
skilled in the installation, operation, and 
maintenance of mobile communications 
equipment into the fighting area. Some 
of these AACS men were veterans of the 
Berlin Airlift and their knowledge gained 
during the airlift proved invaluable in 
the early stages of setting up combat 
communications systems. 

Because of the need for immediate air- 
ways communications in support of all or 
any flying operations in the combat area, 
and primarily in order to utilize captured 
airstrips as quickly as possible, AACS 
men again enhanced their reputation of 
being the “first” to land and the “last” 
to leave. Although known technically as 
non-combat troops, AACS men frequently 
exchange microphones for machine guns 
and teletype keys for carbines to defend 
and secure airfields. 

Flight Check Aircraft 

One year ago, AACS demonstrated its 
new electronically equipped flight check 
aircraft at Andrews Air Force Base, 
Maryland, before representatives of the 
USAF, MATS, CAA and AACS. This was 
the first such equipped model of the 26 
C-47’s and 6 C-54 flight check aircraft 
AACS was to receive. Each of these air- 
craft will have been modified to contain 
many thousands of dollars worth of elec- 
tronic equipment which will be used to 
ensure that AACS’s air communications 
and air navigational aids are working 
properly throughout the world. These fly- 
ing electronic laboratories are the result 
of three years of research and experi- 
mentation by AACS to determine the best 
methods and equipment necessary to 
flight check USAF facilities. The best 
flight checking equipment known to CAA 
and AACS went into the aircraft. Count- 
less experiments were carried out to de- 
termine the most efficient and accurate 
methods of flight checking. GCA, Visual 
Omni Range, Low Frequency Radio 
Range, Homing Beacons, Instrument 
Landing Approach Systems, Air/Ground 
Airways Stations and Surveillance Radar 
are all flight checked by this new elec- 
tronic means. The operating efficiency of 
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Gen. Garland Discusses Aerial Highway Milestones 


these facilities is graphically recorded 
during the flight check and any defi- 
ciencies discovered are immediately cor- 
rected. This is just another of many de- 
vices developed by AACS to guide air- 
craft safely through any and all kinds of 
weather. 

Since the start of the conflict in Korea, 
AACS has been charged with another ma- 
jor responsibility in providing for the en- 
gineering, installation, and operation of 
the United States Air Force’s Global 
Communications System. This system, 
known as GLOBECOM, as the name im- 
plies, will encircle the globe and upon 
completion will be larger than all of the 
combined civilian communications facil- 
ities of like nature in the United States. 
GLOBECOM was originally conceived 
and planned as the major communica- 
tions aid to the Strategic Air Command 
in fulfillment of its worldwide mission 
and as such, naturally, it is a part of our 
first line of defense and aerial retaliation. 
Now, it encompasses all of that long haul 
communications of the various commands 
of the Air Force. The ultimate desire of 
GLOBECOM is to be able to allow an Air 
Force commander sitting in the United 
States to talk with the pilot of an air- 
craft flying anywhere in the world. 

41,000,000 Words 

Less publicized is the fact that about 
one-half of the total of 619 million word 
groups of radio point-to-point messages 
made each year are made for the Air 
Weather Service in support of flying op- 
erations. Weather data at the rate of 41 
million word groups a year are broadcast 
from various AACS radio facilities and 
more than a million copies of weather 
maps are sent and received yearly on AA- 
CS-operated radio facsimile equipment. 
To point out the close relationship be- 
tween the Air Weather Service and AA- 
CS, it is only necessary to mention that 
when the weather installation was made 
on the floating island T-3 up within the 
Arctic Circle, the only personnel on that 
island were Air Weather technicians and 
AACS personnel necessary to send the 
weather information from the island to 
other segments of the United States Air 
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Force. Clearly, the transmission of weath- 
er data constitutes a sizable part of the 
AACS job. 

In performing 19 different kinds of 
service for the Air Force, AACS operates 
over 2,000 facilities from about 250 stra- 
tegic sites around the Northern Hemi- 
sphere. At the present time, over 60 per 
cent of all AACS personnel are serving 
outside of the continental limits of the 
United States. You might say that AACS 
is the most overseas organization in the 
United States Air Force. 

In reviewing the past accomplishments 
of AACS, it can be stated that this once 
very small organization grew to be a com- 
munications giant. Now a most impor- 
tant part of the USAF, credit for its sue- 
cess belongs to the thousands of AACS 
men and women past and present who 
have vigilantly supplied the many serv- 
ices to keep the Air Force flying. 


AMC Veterinarian To School 

Lt. Col. Neil G. MacEachern, Air Ma- 
teriel Command veterinarian since June 
1950, will leave Wright-Patterson AFB, 
Ohio, early in January to attend a 22 
week field officers’ course at the Air Com- 
mand and Staff School, Maxwell AFB, 
Ala., before taking a new assignment. 

He will be replaced at AMC tempo- 

rarily by Capt. Leslie J. Seigneur, 
Wright-Patterson veterinarian for the 
past two-and-a-half-years. 

A permanent replacement for Colonel 
MacEachern, who came to AMC from 
Johns Hopkins University where he re- 
ceived a master’s degree in public health, 
will be named next summer. Former com- 
mand veterinarian for the Pacific and At- 
lantic Divisions of the Military Air 
Transport Command, Colonel MacEach- 
ern has also served as station veterinar- 
ian at various bases throughout the 
United States. 

Former head football coach for the 
Hickam AFB (Hawaii) squad, the Ha- 
waiian Air Force All-Stars and the West- 
over AFB eleven, he played tackle on the 
1948 Auburn team which beat Michigan 
State in the Orange Bowl. 
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Fifty-one Years of Service. Announcement 
this week of the resignation of Vice Admiral 
Emory S. Land, USN-Ret., as President of the 
Air Transport Association, marks another mile- 
stone in his distinguished career of more than 51 
years of service to the Nation. 

“Jerry” Land entered the U. S. Naval Acad- 
emy in 1898 after graduation from the University 
of Wyoming. He was commissioned in 1902 and 
two years later became a naval constructor. Dur- 
ing World War I he served on the staff of Admiral 
Sims. From 1926 to 1928 he was Assistant Chief 
of the Bureau of Aeronautics. In 1928 and ’29 
he was vice president and treasurer of the Daniel 
Guggenheim Fund for the Promotion of Aero- 
nautics. In 1937 he retired after five years as 
Chief of the Bureau of Construction and Repair. 
He was immediately appointed to the U. S. Mari- 
time Commission and a year later was made 
chairman; in 1942 he became Administrator of 
the War Shipping Administration, taking on the 
terrific task of keeping our shipping going against 
submarine and air attack throughout World War 
IT. 

Upon his release from the Maritime Commis- 
sion in 1946, Admiral Land was at once elected 
to the presidency of the Air Transport Associa- 
tion. He agreed to accept the post for a three- 
year period. However, at the end of that period 
he acceded to the request of the Directors that 
he continue as ATA head. Two years ago he 
offered his resignation, but the Directors again 
prevailed upon him to remain. 

Now, after eight years, Admiral Land is leav- 
ing the Association. Just as his service to the 
Navy and the Maritime Commission contributed 
so much to the defense of the Nation, so have 
his years with the ATA. Under his leadership, 
the scheduled airlines have jumped from an 
annual gross business of about 450 million dol- 
lars to a billion dollar industry; passenger miles 
have increased 214 times and airfreight volume 
13 times. The total airline fleet of 4-engine 
equipment now constitutes part of a Civil Air 
Reserve which will be ready for instant use in 
case of emergency. While working to build up 
the scheduled air lines, Admiral Land has, at the 
same time, worked in the interests of National 
Defense. He has always felt that the civilian air 
transport system is the ready-reserve for the 
military air transport. 

Admiral Land, who will observe his 75th birth- 
day on 9 Jan., steps down from his ATA post 
with the admiration and best wishes of the Serv- 
ices and the Nation. His influence, actively ex- 
erted over so many years, will be reflected in our 
National Defense structure for many years to 
come. 








A Long-Pull Basis. The determination of the 
Administration to place the defense forces on 
“a long-term basis” makes it even more important 
than before that positive action be taken to 
decrease personnel turn-overs resulting from the 
steady decline in career attractiveness. 


The “New Look,” Admiral Radford declared 
this week, “prepares for the long pull.*** It is 
aimed at providing a sturdy military posture that 
can be maintained over an extended period of 
uneasy peace.” The stability sought for in this 
objective cannot be reached under present rates 
of losses among “hard core” career commissioned 
and non-commissioned officers. 

In the matter of Service pay, the Womble Com- 
mittee pointed out that “no additional cost is in- 
volved in additional recompense for career per- 
sonnel since, over a period of time, such costs 
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purposes as dependent medical care, family hous. 
ing, survivor benefits, and the many other gp. 
called “fringe benefits’ which have been dwip. 
dling in value to Service personnel. 

It would appear, therefore, that the program 
of stabilizing the Armed Forces for the “long 
pull” should be paralleled by a program for the 
restoration of lost prestige, rights, and benefits, 
By that means, the Services would be able to at. 
tract and hold good leaders, efficiency would be 
raised and economy served. 


IN THE JOURNAL 


10 Years Ago—Six long wave radio communications 
stations, linking the United States with Newfoundland 
Labrador, Greenland, Iceland, and Great Britain were 
constructed in 28 days by the Signal Corps and are 
now in operation in the North Atlantic and Arctic 
areas. 


50 Years Ago—Regarding the Senate resolution call. 
ing on the Navy Department for an opinion as to the 








interests of no party; it will 


its departments.’’—From 
Navy Journal, August 29, 1863. 
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are more than offset by decreased costs of train- 
ing, recruitment and separation.’”’ The same rea- 
soning, of course, applies to expenditures for such 


READER’S VIEWS 


Conserving Personnel 


Editor, THE JOURNAL: 

Recent articles and editorials in 
both civilian and military papers 
have discussed at length the proposed 
10 per cent reduction in the strength 
of the Army. 

To date I have seen no indication 
that it will not go into effect. Ideas 
on how to absorb the reduction and 
still maintain combat forces at full 
strength seem to be scarce. 

An idea which might be effective 
follows: After completion of 8 weeks’ 
basic combat training, assign sol- 
diers, with the exception of those 
sent to MOS schools and courses, to 
regular units both in the States and 
overseas. Advanced individual train- 
ing would be given by the units as 
regular training by combat units and 
in on-the-job training by service 
units. This would release effective 
personnel by (1) Reducing officers 
and NCO’s assigned to training duty 
in Replacement Divisions, and (2) Al- 
low inducted replacements to serve 
in regular units and overseas for an 
additional two months. 

Since most groups, brigades, RCT’s 
and Divisions are presently conduct- 
ing officer, NCO, specialists and com- 
bat refresher courses at this time, 
there should be no extra burden on 
commanders or staffs under this 
plan. 

This would also put some of the 
responsibility for producing good sol- 
diers and good units back where it 
belongs in the hands of the Unit 
Commander and his unit officers and 
non-commissioned officers. 

LAWRENCE J. WERNSMAN 
CaPTAIN, CE 


Reserve vs. Regular 
Editor, THE JOURNAL: 

“Too Old Retread” says the Re- 
serves are being “pushed around.” 
What a joke! Reserves are promoted 
in 3, 5, 9, 13 and 17 vears, not of “ac- 
tive duty” but of merely “hanging 
onto a commission” with easy re- 
quirements and good pay while at it, 
not to mention extra pay for “length 
of service” which is not “service,” 
but merely “being in.” Thus is 17 





necessity and advisability of constructing at some point 
on the Gulf coast a drydock capable of accommodating 
the largest battleships in the Navy, and as to what 
should be selected, the Chief of the Bureau of Yards and 
Docks has sent to the Secretary a recommendation that 
a graving dock be constructed at Pensacola. 


90 Years Ago—According to General Halleck’s report, 
a remount for the whole service once in two months 
is the rate at which our cavalry horses are used up; 
435,000 horses will be needed for the coming year if 


the evil remains unchecked. The stock breeders declare 


years, not of active duty, and con- 
ceivably with only 34 weeks of actual 
duty, the Reservist can get to be a 
colonel while, normally, the Regular 
has to put in 22 years or 1,144 weeks 
of full time service to get that rank. 

A Reservist can get to be a major 
in 9 years while the career officer, the 
all-round qualified for various serv- 
ice tasks officer, has to put in 12 
years of full-time duty to get the 
same grade. 

The Reservist now participates in 
Service retired pay. Where else in 
the world can one participate in ci- 
vilian retired pay, social security and 
simultaneously creep in on Service 
retired pay while making his liveli- 
hood as a civilian? “Retread” sug- 
gests a gratis promotion on transfer 
to the retired Reserve. Hasn't he al- 
ready gotten a lot more in promo- 
tion and pay than his service and ex- 
perience warrants? As a Regular I 
served as a captain for 17 solid years 
with only two promotions. At the 
same time I saw Reservists go to It. 
colonel with less than three years’ ac- 
tive duty. 

If anyone is being pushed around, 
it’s the career officer, the man thor- 
oughly posted on regulations, proce- 
dure, trained for a variety of Service 
requirements, not the one-track Re- 
servist. Verily, the Reserves on pay 
and rank haven't a single justifiable 
gripe! Instead of griping they should 
give thanks for their extraordinary 
good fortune. 

RETIRED REGULAR 


He!ping the Retired 


Editor, THE JOURNAL: 

Reference is made to letter printed 
in the ARMy Navy Arr Force JouRNAL 
28 Nov. “No Help To Non-Coms” by 
M/Sgt. Retired. 

I would like to add my comments 
regarding the Uniformed Act of 1953 
(Survivors’ Benefits) which I feel is 
unfair and I understand it pertains 
only to retired personnel. 

If the Government really wanted 
to do something it could allow re- 
tirement income tax free for all re- 
tired personnel with the rank of 
Captain (comparable in all branches) 


that if this goes on it will permanently injure the 
breed of horses in this country. The horses of mature 
age are being taken up by the government so fast that 
young horses are put to work too early 


(Letters to the Editor must have author's name and address, but name will be omitted 
on publication if writer so states. Longer letters may be extracted for publication.) 


down through all enlisted grades and 
insure each retired person (all 
grades) for $10,000 without cost 
This would act as an increase in 
retired pay for all personnel 

The free insurance would eliminate 
the work and cost of keeping records 


of the insured; notifying those who | 


are carrying Government term ip- 
surance when renewal is due and 
accounting or computing of divi 
dends. 

Harry R,. Conaro 


M/Sct. RETIRED 


Uniform Again! 
Editor, THE JOURNAL: 

News (THE JOURNAL 2 Dec.) that 
the Army is again taking up the 
subject of devising a new uniform is 
not encouraging to those of us who 
are planning to remain in the Serv- 
ice. There are already enough dis 
couraging angles to service careers 
without adding the problem of 
throwing away all our old uniforms 
and buying new outfits. 

The public may be misled by the 
talk that we can use our old un 
forms until they are worn out; but 
all of us who have been in the Serv: 
ice knows that that does not wor 
out so well. Post ground rules cal 
send our old uniforms to the ast 
can while they still have years % 
wear. 

Lt. Cot. USA 


Don’t Rock Domestic Boat 
Editor, THE JOURNAL: 

Three cheers from me and the 
family for the Army’s announcement 
about not sending non-coms with 
more than 20 years service overseas 
if they have had a tour outside th 
U. S. since 1950. 

The shuttling back and forth from 
the good old ZI with no time to 
catch up on normal family lifé 
threatened to rock the domestit 
boat. But now long-timers like ™* 
self can figure on a little stability. 

Sure hope the manpower cul 
you've been talking about won't mes 
up the detail. 

Hoperut M/S: 
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‘Adm. Radford Defines “New Look” 





Air Power Stands Out 


(Continued from Page 463) 


make to you here today—and, from your 

int of view, one of the greatest news 
stories—would be that the United States no 
longer requires strong armed forces, I can 
think of nothing that could be more wel- 
ome to all of us. 

“Unfortunately, I am unable to make such 
an announcement. I must state flatly, what 
must be obvious to all of you, that a strong 
military posture is not only essential to our 
awn security, but is clearly necessary for the 
Free World. There can be no compromise 
with aggression anywhere in the world. 


“THE DESTRUCTIVE POWER, presently 
and prospectively available to each branch 
af the Armed Forces, dwarfs that ever ex- 
perience in the history of warfare. I am not 
being an alarmist in this—I am simply stat- 
ing cold facts. These facts simply make it all 
the more important that we deter aggres- 
sion and war before they happen... . 

“Communism persists in contesting the 
pasic tenets of our way of life. In practice 
today, it is using its power, secretly and 
openly, to undermine all efforts toward stable 
peace. We have convincing reason to be- 
lieve that Communism will desist from ag- 
gression only when Free nations are united 
in arms, and only when they are stoutly de- 
fended. 

“Recurring local situations—hot-spots— 
are going to be with us for a long time to 
come, Unless we are in a position to handle 
them positively and quickly, these hot-spots 
will be serious and may be frequent. If we 


maintain a strong armed posture ...a 
counteroffensive canabilitv along with mo- 
bile, combat forces in readiness ... it should 


convince the men in the Kremlin that neither 
a global or a localized war will be to their 
advantage. Then, they will be limited to 
seeking their objectives through political, 
economic, ideological, and subversive actions, 

“Thus, our military task is complicated 
hv the two requirements imposed upon us. 
We must be ready for tremendous, vast re- 
taliatory and  counteroffensive blows in 
event of a global war, and we must also be 
ready for lesser military actions short of 
all-out war. 

THE CONCEPT 

Secretary Wilson and the Joint Chiefs of 
Staff have agreed that we must fulfill these 
requirements with due regard for not only 
military factors, but also a wider range of 
political and economic factors, as well as 
the latest technological developments. In 
this day and age, the military must be 
ealistically concerned about keeping our na- 
tional economy strong as an indispensable 
bulwark of the Free World. It is a most 
mportant facet of our national security pro- 
hlems. 

“WE ARE FURTHER AGREED that con- 
tinental defense programming is an increas- 
ingly important part of our national security 
planning. We want to see continental de- 
‘enseé programming continue on an orderly 
basis, with phased increases in forces and 
facilities, to improve our defenses against 
bombing attack. 

‘In addition, we are agreed that our plans 
and nregrams cannot be developed by the 
United States for ourselves alone. They must 
he worked out In cooperation with our Al- 
Hes, with full recognition for their prob- 
lems. They must take into account the com- 
mon danger and common responsibility 
which belongs to the Free World. Security ts 
a cooperative venture: it is not a comnpeti- 
tive race. To forewarn aggressors and to 
construct effective military might, we need 
partnership: not partisanship. 

“Under these circumstances, the concept 
of the New Look is the development of an 
irmed posture which can be supported, year 
In and year out, on a long-term basis: not 
just one year... nor two years... . but for 
ten vears or even twenty vears if necessary. 
As a starter, the Joint Chiefs of Staff have 
picked a period through Fiscal Year 1957. 
Last week, we agreed to, and submitted a 
Program for, military forces through this 
period which will provide for the security 
of the United States: forces which will deter 
igeression in consonance with the concept 
of collective security with our Allies in Eu- 
rope and the Far East: and forces which 
would provide the basis for winning a war— 
an all-out war or a limited war—if war is 
forced upon us. 

Bm: IS OBVIOUSLY IMPOSSIBLE for the 
United States to sustain forces which will 
nable us to station combat-effective units 
of superior strength every place where ag- 
sression might occur. If we tried to do this, 
= would insure economic collapse. No, we 
cannot be strong everywhere simultaneously. 
__ Accordingly, we plan force levels which 
provide us mobile, versatile, combat forces 
eae and an adequate mobilization 
oe e. These strength levels will be of such 
magnitude that our Allies can recognize both 
ur determination to counter anv aggression, 
_ our determination to support our nation- 
_ international policies and commit- 
ments. At the same time. these levels will 


be those which are possible of attainment 
over the long pull. 


REDUCE MANPOWER 


“Therefore, in 1956 and 1957, the manpower 
allocated to our military forces will be below 
that planned in the Interim Look, Normal 
security and common prudence preclude any 
public statements of the detailed strength 
levels at this time. I can tell you, however, 
that in planning this reduction of manpower 
in our Armed Forces, our specific interest is 
in an orderly program based over a period 
of years. We want to reduce overhead. We 
consider it imperative to improve our ratios 
of combat manpower to total manpower. We 
want a very good realistic reserve program 
for all Services. We want to make more ef- 
fective use of the manpower in uniform. To 
accomplish these ends we are improving 
greatly our combat effectiveness by the ap- 
plication of new weapons and new techniques, 
and hope ultimately to achieve far greater 
flexibility than heretofore attainable. 

“From time to time, I read of criticism 
about the so-called traditional adherence to 
the concept of balanced forces, It is quite 
true that the Joint Chiefs of Staff do not 
subscribe to the concept of relying solely on 
one Service, or one weapon, as a short-cut 
to easy victory. But a balanced force does 
not mean to us—an artificial one-third, one- 
third, one-third, either in manpower or dol- 
lars. 


“THE JOINT CHIEFS OF STAFF believe 
that our security and that of the Free World 
cannot at this time be entrusted to an un- 
balanced . . . a unilaterial or bilateral... 
concept of forces. This is true in Western 
Europe, Korea, and Indochina today. It 
would be true in any other active theater 
of operations. It is equally true, however, 
that the balance in one situation may not be 
proper in another... The balance in one war 
will not be the same as that in a later war. 

“Today's emphasis is actually pointed 
toward the creation, the maintenance, and 
the exploitation of modern airpower. Today, 
there is no argument among military plan- 
ners as to the importance of airpower. Of- 
fensively, defensively, and in support of 
other forces, it is a primary requirement. Its 
strength continues to grow, both through 
increases in combat air units, and through 
better equipment, 

“Yet now, and for an indeterminate pe 
riod in the future, under most circumstances, 
air forces must be complemented with other 
forces. Land forces, amphibious forces, anti- 
submarine warfare forces, and other well- 
rounded forces are necessary. Therefore, we 
aim to build up also the effectiveness of the 
Army, Navy and Marines with better equip- 
ment, new weapons, and a better planning 
of reserve components. 


“TODAY, ATOMIC WEAPONS have vir- 
tually achieved conventional status within 
our Armed Forces. Each military Service is 
capable of putting this weapon into military 
use. Therefore, each Service has a tremen- 
dous responsibility for living up to our ex- 
pectations for a still greater and more power- 
ful degree of combat readiness. 


NO PRECONCEIVED IDEAS 


“The Joint Chiefs of Staff have no pre 
conceived ideas as to what our Armed Forces 
will look like a decade from now. The views 
and estimates we submitted last week are 
based upon what we see today as being in 
the best interest of the United States and 
the Free World. None of us can be certain 
of what will happen in the future. Improved 
guided missiles, atomic-powered ships and 
aircraft, an enlarged family of weapons, and 
new applications of electronics, all will have 
their effects and will be reflected in the evolu- 
tion of our combat units, 

“At this time of the 50th Anniversary of 
Powered Flight, it would seem appropriate 
for me to amplify what I mean by national 
airpower. As I use the term, it includes the 
Air Force, Naval Aviation, Marine Corps 
Aviation, Army Aviation, and the tremen- 
dous aircraft industry and civil air trans- 
portation systems of the United States. You 
may not fully comprehend the true magni- 
tude of today’s United States national air- 
power; but I will state unequivocally that 
it is superior to that of any other nation. 
Furthermore, the United States has so de- 
veloped certain segments of its airpower as 
to achieve a strategic air force and a naval 
carrier striking force which are without peer 
in this world. 

“The President of the United States, the 
Secretary of Defense, and the Joint Chiefs of 
Staff are of one mind on that matter; this 
nation will maintain a national airpower 
superior to that of any other nation in the 
world. 

“This supremcy 


in national airpower, 


when coupled with that of our Allies, and 
with our collective strength in other forces, 
should lead the people of the United States 
and the Free World to reflect with pride on 
the progress and the achievements of the 
last half century, and to look to the future 
with confidence and resolution.”’ 
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The Atom and the Western Alliance 
COMMENT ON FOREIGN AFFAIRS 


HE declaration by Defense Secretary Wilson before NATO ministers at this past 

week’s Paris gathering—that President Eisenhower will ask Congress to permit 
sharing with our NATO allies “pertinent information on nuclear and other new 
weapons”—was a most timely contribution to the meeting. Nor was its effect undone 
by the President’s much more restrained predictions, next day, of his January inten- 
tions. Mr. Wilson’s forecast could hardly have been brand new to the foreign and de- 
fense ministers there assembled. President Eisenhower’s eloquent remarks of the pre- 
vious week had encouraged that expectation, and only two days earlier Secretary 
of State Dulles, in the course of his speech to the same gathering, had implied much 
the same thing. But Mr. Dulles had also made some observations about certain ex- 
pectations about the European Army prospect which set France’s oversensitive 
nerves to jumping, and apparently eclipsed for the time being Mr. Dulles’ more 
cheering words on atomic cooperation. Our Allies now and then appear to forget the 
obvious; it may be that a reminder as blunt as Mr. Dulles’ has to be offered on 
occasion. 


THE SECRETARY’S technique, which caused commotion in France and a well- 
controlled eyebrow-raising in Britain (Sir Winston Churchill having made some 
unpopularly pointed remarks of his own to France a few weeks back), was to use 
ten words instead of conventional diplomacy’s one hundred, to say that if the Eu- 
ropean Defense Community issue is smothered much longer (by France, obviously) 
the United States might feel compelled to make an “agonizing reappraisal” of its 
own European policy, and that if European nations remain obdurate about engaging 
in cooperative enterprises, and propose to commit collective national suicide, they 
might be “allowed to commit suicide alone” without America joining in. The speech 
has been sharply criticized for its directness, and some of our more agitated overseas 
observers insist that, instead of spurring France to support the EDC, Mr. Dulles’ 
bluntness will tempt that volatile people to become resentful and oppose it. Time 
will tell, and the prophet who (in view of France's political acrobatics in the past 
two years) undertakes to tell exactly what the badly split-up parliament will do in 
February is taking on quite a responsibility. A great many new influences will arise 
between now and then. The unhappy fact is that Mr. Dulles also indulged last spring 
in an unrehearsed warning that the six continental candidates for EDC would have 
to do something within three months, or else; and much more than three months 
have passed without the striking of any thunderbolt. 

THE NATO COUNCIL, having recovered from its flurry over the Dulles warning 
against suicide, returned to its study of the annual review and to the reports of 
General Gruenther as SACEUR and Admiral McCormick as SACLANT. The wind- 
up of 1953 finds NATO’s year’s objectives in force-totals almost attained on land and 
sea, but with the 5,000-plane target missed by a wider margin. The 1954 objectives 
therefore call for only a moderate increase of 5 per cent in ready and reserve divi- 
sions; this contemplates no marked change in the American forces in Europe, a 
projected increase of all divisions up to 105, and a qualitative betterment of all. The 
contemplated 15 per cent increase in naval units is in smaller-type vessels, and the 
contribution is to be by European members. The air increase is scheduled to reach 
25 per cent in number of major units (largely from European establishments) with a 
marked betterment in quality by reason of the mounting substitution of new types 
of planes. It is this air betterment, affecting planes, facilities, and training, upon 
which General Gruenther was insistent. It is not mere coincidence that reveals Ad- 
miral Radford (in his review of Joint Chiefs’ plans this past Monday) similarly 
stressing the importance of air. 

NUCLEAR WEAPONS were discussed this month with a good deal more realism 
than in the past, with Secretary Wilson’s remarks setting the pitch, as the Presi- 
dent’s own bold pronouncement to the world a week earlier had encouraged him to 
do. While a truly advanced attitude in this respect is still dependent upon Congres- 
sional revisions of the Atomic Energy Act in the coming session, the need for enter- 
prise by the Military Committee is apparent. With Russia’s bomb-development as 
unconcealed as our own, with our “atomic-gun” (the new 280-mm. piece) already in 
Europe, with our instruction courses for selected Allied personnel proceeding at 
Heidelberg, it is a trifle absurd to delay a great deal longer a full indoctrination of 
troops we expect to be engaged in nuclear warfare, should it come. The measures 
we have already taken in Europe make little sense if they stop there. 

WEST GERMANY, now confident that the Big Four conference will really be 
held in Berlin (the mention of 4 January by a Russian factotum was an indiscre- 
tion) is preparing for its role in the proceedings—less as participant, perhaps, than 
as corpus delicti, but in any case as witness to the proceedings initiated largely for 
discussion (although not settlement) of the German problem. Herr Wilhelm Grewe 
of the Foreign Office already has moved a staff into West Berlin to set up the meet- 
ing facilities in an office-building next door to the Allied Kommandatura offices, and 
prepared to answer all questions in Bonn’s affairs. East Germany’s Red government, 
in imitation of China’s on another occasion, has indicated a zeal for appearing at 
the party not as witness but as participant, and has met with prompt repulse, not 
only from the western nations which issued the invitation to Moscow, but from West 
Germany as well, whose chiefs refuse to sit with the Red minority from the East. 
Britain, France and America will move into the Berlin meeting with the blessings 
of the NATO Council, faintly hopeful as always that Moscow may this time exhibit 
a belated willingness to cooperate with other nations in the pursuit of peaceful set- 
tlements, not alone in Germany and Austria, but elsewhere. 


22 JANUARY, now a mere month away, stands as the date upon which the pris- 
oners of war in Korea are due for release, and Lieutenant General K. S. Thimmaya, 
Indian chairman of the exchange commission, expects the release to take place, 
despite recent uneasiness in India itself over the commission’s resolutely following 
the letter of the truce agreement instead of heeding the revised wishes of the Chi- 
nese Reds who continue to hope for an “incident.” There is no present indication 
that the handful of 22 American prisoners who assert their preference for Commu- 
nism will recant. Nor, unfortunately, is there any indication that the Red savages 
will admit their treacherous retention of some 900 American prisoners, much less 
release them. This is the group repeatedly referred to as being shipped far behind 
the Iron Curtain because of technical skills which the Reds intend to utilize, or be- 
cause of their possible value in future negotiations. What the United States can 
rationally do to force an accounting for them is one of the administration’s gravest 
and most painful problems. ' 
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MEMO News Qu Goss: 
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THE JCS INTERIM LOOK, which some think wasn’t much 
more than a fast glance, was converted snappily 
into The New Look after Defense Sec'y Wilson cited 
manpower and dollar boundaries for the Joint Chiefs. 
Advised firmly as to how many men and how much 
money were available for defense, the JCS solidi- 
fied its thinking and presented recommendations 
with which Mr. Wilson expressed satisfaction. 





WITH OBVIOUS REASON, Asst. SecDef McNeil, the 
Comptroller, was a major participant in New Look 
budget deliberations. Less understandable is the 
apparent subordinate role played by Asst. SecDef 
Hannah, manpower chief. As Michigan State presi- 
dent, @ position to which he will return full time 
next year, Dr. Hannah is head of a school with one 
of the Nation's top football teams. He knows about 
end runs and that seems to be what happened insofar 
as his office and new manpower goals are concerned. 





THE SUDDEN ASPECT of manpower cuts was indicated in 
the report of the Natl. Security Tng. Commission 
which was not tipped off that military manpower 
would be aimed at a force of less than 3 million 
for the “long pull.” That fact could have altered 
the slant of the Commission’s report. The Commis- 
sion had no direct liaison with the Pentagon. It 
was appointed by and was responsible to the 
President. 





ICEBERG LETTUCE will be a New Year's present 
for U.S. troops in Europe. A contract has been 
awarded to an Italian grower and shipper for 4 
million pounds from 1 Jan. to 30 May. 





—_ 


TWO MORE NAVY CARRIERS, the USS Princeton and 

the USS Valley Forge, will be listed as anti -sub- 
marine warfare support carriers (CVS-37 and 
CVS-45, respectively) on 1 Jan. Both ships 
started out as CVs but were reclassified in Octo- 
ber 1952 as CVAs (attack carriers) to provide a 
"more adequate description of their function,” the 
Navy said. No reason was given for the latest 
change, but four other Essex-class carriers as 
well as one Enterprise-class vessel also have 
been reclassified as ASW support carriers and the 
change may herald new emphasis on the Navy's 
underseas warfare progran. 





ARMY VICE CofS BOLTE'S SPEECH in NYC this week 
may be a tipoff that the No. 2 men will sound off on 
budgetary matters about which the } 





No. 1 men may 
find it not expedient to discuss themselves 

at this time in view of the publicized JCS 
"unanimity." It is recalled that when there was 
great talk of putting heavy expenditures into con- 
tinental defense, the Air Force Vice CofS, Gen. 
Thomas D. White, delivered a number of strong 
speeches warning that over-emphasis on continental 
defense at expense of the Strategic Air Command 
could hurt security. 


WHAT THE NAVY LEAGUE will do following Adm. Carney's 
speech late last week in which he called for more 
dynamic support of seapower will be of strong inter- 
est. Question is whether the League will resume 
arguments used during the B-36 controversy concern- 
ing area atomic bomb devastation. Good guess is 
that the League, taking a cue from Adm. Radford's 
report on increasing emphasis on airpower and atomic 
weapons, will hit hard its contention that carriers 
represent the cheapest kind of airpower. 








A CATHOLIC CHAPLAIN may be named early next year by 
President Kisenhower to be Army Chief of Chaplains. 
The last Catholic Chief of Chaplains was Bishop 
(Maj. Gen., Ret.) William R. Arnold, first appointed 
in 1937 and reappointed in Jan. 1942, serving as 
Chief of Chaplains until 1 Apr. 1945. Seen as among 
the outstanding choices for the top job is Chaplain 
(Brig. Gen.) Patrick J. Ryan, 51 this month, who is 
now Deputy Chief. 





JUNIOR MEMBER of the Army's civilian secretariat 

is its top-ranking military officer. Sec'’y Stevens 
was @ colonel in WWII; so was John Slezak, named 
this week for advancement from Asst. Sec’y to Under 
Sec'y. Recently installed as Asst. Sec'y was 

Hugh M. Milton, II, a major general. 





ARMY STRENGTH CUTS may result in a change of policy 
concerning retention of permanent cols. (many in 
temporary general officer ranks) who have 30 years’ 
service and five years in permanent grade. Under 
permissive Executive Authority, the Army has been 
retaining up to 60 per cent of these veteran 
officers. Now with a manpower pinch in sight, 
decision may be made to retire such colonels, as 
the Air Force has been doing right along. 





GENERAL HANDY'S RETIREMENT in March—excluding the 
three five-star generals, he is the senior officer 
on the active Army promotion list—may be the occa- 
sion for a realignment of the headquarters set-up 
in Europe. Charges have been made during the past 
year or more that there is too much command super- 
structure in Europe. 


GEN. RIDGWAY, CofS, will go to the top of the 








promotion list when Gen. Handy completes his active 
duty. No. 2 on the list will be Gen. Hull, Far 
East Commander. 


pe em em 


A SEPARATE AF RECRUITING set-up is being talked 
about at the Pentagon. The Army and AF now have 
a joint recruiting service. Christmas, 1953 may 
well prove the turning point in Air Force strength, 
for from a current strength at least 30,000 below 
its authorized FY '54 objective of 960,000, the 
Air Force will grow to 970,000 in the next fiscal 
year. With Army draft calls due to dip, the AF 
will find itself confronted with a tough recruit- 
ing job. AF recruiters will have one major advan- 
tage, however; they will be able to stress that 
their Service is the only one expanding its size. 
That argument is bound to help recruiters meet 
heavy quotas. 





ARMY PLANS to separate combat non-coms and special- 
ists and to use distinctive insignia for the latter 
group will be held up past a previously forecast 

1 Jan. implementation date. It's a complicated 
job, requiring careful review of T.0.&E.'s and 
MOS's. Every possible precaution will be taken 
also to make sure all EM fully understand the plan. 
designed to give combat NCO's added prestige and 
to permit more certain identification of special- 
ists, with promotion policies designed to permit 
acceleraed advancement where technical qualifica- 
tions justify it. Implementation of the plan may 
be delayed for a number of months—probably until 
after Congress completes action on the FY '55 
budget. Within the Army, there is a lack of 
unanimity on the plan. Some say it could lead to 
too much specialization; others argue that with 
guided missiles and atomic weapons, there must be 
greater stress on specialization, at the same time 
boosting the stature of combat NCO's. 
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ARMY 


Secretary—Robert T. Stevens 
Under Secretary—Earl D. Johnson 
Asst. Secretary—John Slezak 
Asst. Secretary—Hugh M, Milton, IT 
Chief of Staff—General Matthew B. Ridgway 








GENERAL OFFICERS— 


Sullivan, Maj Gen Joseph P, is ret on Physi- 

cal Disability (60%) and rel fr Walter Reed 
AH, Wash, DC. 

McConnell, Brig Gen Frank C, Wash, DC, to 
USA Europe Air Returnee Cen, Frankfurt, 
Germany. 

Black, Brig Gen Henry M, is ret and rel fr 
Baltimore, Md. 


INFANTRY— 

Alexander, Col Frederick B jr, Ft Lawton, 
Wash, to 3340th ASU GANG AdvGp, Macon, 
Ga. 

Dillenger, Lt Col Clyde M jr, Cp Stoneman, 
Calif, XVIII Abn Corps, Ft Bragg, NC. 

Noard, Maj John W, Cp Stoneman, Calif, to 
The Inf Cen, Ft Benning, Ga. 

Trent, Capt Robert L, Ft Bragg, NC, to 2221st 
ASU Basic Combat Tng Comd, Ft Meade, 
Md. 

Mitchell, Ist Lt John A, Ft Lawton, Wash, to 
1173d ASU Trf Sta, Ft Devens, Mass. 

Aeschliman, Ist Lt Lewis D, Chicago, IIl, to 
Stu Det CIC Ctr, 8679th AAU, Ft Holabird. 
Md. 

Teller, Ist Lt Albert E, Cp Stoneman, Calif, to 
1173d ASU, Reassignment Sta, Ft Devens, 
Mass. 

Cosco, 2d Lt Louis A jr, Ft Bragg, NC, to 
30th Inf Regt, Ft Benning, Ga. 

Edmonds, 2d Lt Maurice O, Ft Benning, Ga, 
to 522d Inf Bn, Ft Sill, Okla. 

Lampkin, 2d Lt George W, Ft Benning, Ga, 
to 522d Inf Bn, Ft Sill, Okla. 

Kinsey, 2d Lt Barry A, Ft Benning, Ga, to 
522d Inf Bn, Ft Sill, Okla. 

Yanow, 2d Lt Morton, Ft Benning, Ga, to 
278th Inf RCT, Ft Devens, Mass. 

Ballas, 2d Lt Jack A, Ft Benning, Ga, to 1st 
Armd Div, Ft Hood, Tex, 

Lambert, 2d Lt John D jr, Ft Benning, Ga, 
to lst Armd Div, Ft Hood, Tex. 

Speed, 2d Lt Bert L, Ft Benning, Ga, to 1st 
Armd Div, Ft Hood, Tex. 

Elam, 2d Lt John G, Ft Benning, Ga, to 77th 
Sp Forces Gp (Abn), Ft Bragg, NC. 

To 11th Abn Inf Div, Ft Campbell, Ky 


From station indicated: 
McNutt, Capt Charles S, Ft Lawton, Wash. 


To 44th Inf Div, Ft Lewis, Wash 


From Ft Benning, Ga: 
Forman, 2d Lt RobtG Graham, 2d Lt PH 
Cutler, 2d Lt Alvin B Terry, 2d Lt Wm C 
Barber, 2d Lt Samuel Yahata, 2d Lt George 
Canty, 2d Lt Jos A, jr Hosford, 2d LtHB 
Noonan, 24d LtHA Anderson, 2d LtR L 
DeBoer, 2d Lt Dirk W Sato, 2d Lt George M 
Hagen, 2d Lt Jno W Mahaffey, 2d Lt Jas D 
Doherty, 2d Lt J H, jr 


To 8th Inf Div, Ft Jackson, SC 
From Ft Benning, Ga: 
McCullough, 2dLt CI Helfenberger, 2d Lt 
Guthrie, 2d Lt K B Forrest H 
Hance, 2d Lt Carl W Roberts, 2d Lt Chas 
Fidler, 2d Lt Chas E Y, 3d 
Frank, 2d Lt Chas C 


To 3d Armd Div, Ft Knox, Ky 

From Ft Benning, Ga: 
Taplow, 2d Lt AlanB Tengan, 2d Lt Eishin 
Carr, 2d Lt John J Schnepfe, 2d Lt CH 
Clifton, 2d Lt DB Green, 2d Lt DB 
Giordano, 24 Lt MM _ Advena, 2d Lt Alex D 
Gioe, 2d Lt Peter S Eichinger, 2d Lt AL 
Kemmerer, 24 Lt TR Litten, 2d Lt Robt J 
Washburn, 2d Lt AB Miceli, 2d Lt A J 
Velez, 2d Lt Manuel O Overbey, 2d Lt Daniel 
Horgan, 2d Lt HC 3d 
Hodgin, 2d Lt Chas A 


To 2114th ASU, Cp Pickett, Va 
From Ft Benning, Ga: 
Edelen, 2d Lt M E Krausse, 2d Lt A B 
Eastman, 2d Lt P R__Linne, 2d Lt Robt L 
Sheehan, 2d Lt Jas W Martin, 2dLt Curtis L 
Shaffer, 2d Lt MG, jr Loomis, 2d Lt Jno W 
Neville, 2d Lt Robt E Hart, 2d Lt L B, jr 


To 3lst Inf Div, Cp Atterbury, Ind 
From station indicated: 
Bauer, Capt George A, Ft Lewis, Wash. 
From Ft Benning, Ga: 
Hughes, 2d Lt Jas C Smith, 2d Lt RB 
Dickinson, 2d Lt L Verick, 2d Lt AA 
Call, jr Word, 2d Lt Zack R 
Jones, 2d Lt Jas E Milton, 2d Lt Chas R 
Laing, 2d Lt J S Machal, 2d Lt GA, jr 
Haydel, 2d Lt B F, jr Sullivan, 2d Lt Jas O 
Langehough, 2d Lt Trumm, 2d Lt Allan R 
Paul N Hodel, 2d Lt Walter G 
Kellogg, 24 Lt BR 


To 37th Inf Div, Cp Polk, La 
From Ft Benning, Ga: 
Lowry, 2d Lt R, jr Fritz, 2d Lt Duane C 
Kallus, 2dLt Daniel J Parsons, 2d Lt Guy A 
Vaughn, 2d Lt W A_  O’Connor, 2d Lt Jas J 
Kreis, 2d Lt Donald E Grix, 2d Lt Edwin N 
Blackmon, 2d Lt J T 
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Franklin G. Floete (Properties & — 
Dr. Melvin A. Casberg (Health & Med 


Fred 


erick A. Seaton (Legisiative & Pubite " aftairs: 








Chairman of the Joint Chiefs of Stafl—Admirai Arthur W. Radford, USN 
Lighthammer, 2d Lt Schroeder, 2d Lt WC | Navy Orders ...............+.+ Page 479 
oe. a U. S. Marine Corps ...........- Page 491 
- ogg weer es, Sp arson, Aes Air Foroe Orders ......2ccccee. Page 477 
From Ft Benning, Ga: 
Oxford, 2d Lt LT, jr Sitton, 2d Lt R D re 
Adams, 2d Lt David A Clark, 2d Lt MarionS To USAFFE 


Reaves, 2d Lt C H 

Harwell, 2d Lt V S, 
jr 

Istre, 2d Lt Herman J 

Robison, 2d Lt Jas B 

Barclift, 2d Lt Billy J 

Hankins, 2d Lt Jas B 


Williams, 2d Lt L L 

Calhoun, 2d Lt Chas C 

Potts, 2d Lt Harold H 

Suris, 2d Lt Ramon 

Wigton, 2d Lt Robt J, 
jr 


To 9th Inf Div, Ft Dix, NJ 
From Ft Benning, Ga: 


Hunt, 2d Lt J L 
Gove, 2d Lt Robt W 
Cornelssen, 2d Lt R P 
Callarman, 2d Lt DL 
Wharton, 2d Lt Jas B 
Simmons, 2d Lt L C 


Reynolds, 2d Lt H P 

Roth, 2d Lt Roland M 

Rosario, 2d Lt Juan B 

Powell, 2d Lt Robt E 

Pennington, 2d Lt Jas 
R, jr 


To 2101st ASU, Ft Meade, Md 
From Ft Benning, Ga: 


Gallup, 2d Lt Geo F 
Tyler, 2d Lt Carl V 
Swanson, 2d Lt O D 
Landis, 2d Lt Wm B 
Sims, 2d Lt Roy D 
Haughey, 2d Lt Chas 
F, jr 

Carroll, 2d Lt Robt B 
Creutzberg, 2d Lt CC 


Luchetti, 2d Lt 

Thomas, - = 

Clanton, 2 

see hg od Lt Wm 
E, 3d 

Stelmachowicz, 2d Lt 
Peter J 

Strauss, 2d Lt D E 


RR 
DR 
t RF 


To 3441st ASU Basic RTC, Cp Gordon, Ga 
From Ft Benning, Ga: 


Bennett, 2d Lt F G 

Taylor, 2d Lt Thos A 
Jordan, 2d Lt Thos L 
Ingram, 2d Lt Geo E 
Cook, 2d Lt Robt M 
Cook, 2d Lt LH, jr 


Perez, 2d Lt S, jr 


Barlow, 2d Lt Wm E 
Potter, 2d Lt R F 

Reed, 2d Lt Harvey L 
Hodges, 2d Lt HS, jr 
King, 2d Lt Geo M, jr 








Owens, 2d Lt Wallace M, Ft Benning, Ga. 

Poage, Ist Lt Douglas W, Ft Jackson, SC. 

Pennington, Ist Lt Phillip, Ft Jackson, SC. 
From Ft Benning, Ga: 


Tate, 2d Lt James E 
Swinson, 2d Lt C, jr 
Santory, 2d LtS 
Piehl, 2d Lt Donald J 
Wilhelm, 2d Lt Jno C 
Boznos, 2dLt Nick W 
Whitehead, 2dLt R L, 
3d 

Christian, 2d Lt CG 
Sica, 2d Lt Carl G 
Sparks, 2d Lt Elwood 
Crawford, 2d Lt G W 
Steele, 2d Lt Robt S 


24d Lt Wm R 
2d Lt 


Thomas, 
Torres-Rosa, 
Jose R 
Markle, 2d Lt Ferris E 

Vallejo, 2d Lt E 
Dennis, 2d Lt Robt L 
Villani, 2d Lt John J 
Andrews, 2d Lt V J 
McCarthy, 2d Lt J W 
Thurber, 2d Lt R W 
Galloway, 2d Lt Levi 
Snell, 2d Lt Ira, jr 


To 82d Abn Div, Ft Bragg, NC 


From 
Sowder, 


station indicated: 
2d Lt Robert T, Cp Stoneman, Calif. 


Palmer, Ist Lt Chas D, Ft Hamilton, NY. 
From Ft Benning, Ga: 

Gibson, 2d Lt Jack H Johnson, 24d Lt Wm 
Watts, 2d Lt A H, jr W, ir 

Dudley, 2d LtG W, jr Cox, 2d Lt James W 
Duncan, 2d Lt Don C Packard, 2d Lt Chas 
Landau, 2d Lt B M E, jr 

Vereen, 2d Lt L W Ball, 2d Lt Harry N 


White, 2d Lt Frank D 
Whitehead, 2d Lt 
Robt C, jr 

Gibson, 2d Lt CA 
King, 2d Lt RS 
Toole, 24d Lt RE 
Rios, 2d Lt Antonio 
Dolan, 2d Lt Fredk T 


Pistone, 2d Lt Louis J 

Alexander, 2d Lt D L 

Moneikis, 2d Lt A J, 
jr 

McGriff, 2d Lt W R 

Dean, 2d Lt R B, jr 

Ormond, 2d Lt L W 





To 5th Armd Div, 
Ga: 


From Ft Benning, 
Sedberry, 24 Lt EC 
Sullivan, 2dLt Robt E 

ee, 2d Lt Wilburn R 
Stratman, 2d Lt CA 
Taylor, 2d Lt Arnie L 
Cunningham, 2d Lt 

Edwin L 
Kronlage, 2d Lt Chas 

A, jr 


To 10th Inf Div, 


Cp Chaffee, Ark 


Reed, 2d Lt John V 

Welch, 2d Lt George 

Stumbo, 2d Lt H J 

Montagne, 2d Lt J F 

Rohland, 2d Lt R R 

Zimmerman, 2d Lt 
Richard A 


Ft Riley, Kans 


From Ft Benning, Ga: 


Chamberlain, 2d Lt 
John H 

Hamilton, 2d Lt M J 

Nalty, 2d Lt BC 

MacDonald, 2dLt D J 

Sloat, 2d Lt Dwight J 


To 6th Inf Div, 


From Ft Benning, 
Soneda, 2d Lt G T 
Butzerin, 2d Lt M J 
Davis, 2d Lt Wm C 
Hefley, 2d Lt Jack L 
Ho, 2d Lt Amona K 
Royall, 2d Lt D M, jr 
Hand, 2d Lt Robt J 


Cook, 2d Lt A B, 3d 
Bassett, 2d Lt H F 
Sauder, 2d Lt Wm A 
Duggan, 2d Lt P V 
Doucette, 2d Lt Geo P 
Breister, 2d Lt DF 
Ft Ord, Calif 
Ga: 
Billington, 2d Lt Don- 
ald E, jr 
Broadwater, 
Harlan C 
Schouest, 2d Lt W J 
Baird, 2d Lt RH 
Dritsas, 2d Lt Geo C 


2d Lt 


To 6th Armd Div, Ft Leonard Wood, Mo 
From Ft Benning, Ga: 


Burnison, 2d Lt Geo E 
Fitzgerald, 2d Lt R D 
Mortvedt, 2d Lt Jno J 
Quail, 2d Lt Duane C 


Santana, 2d Lt Flavio 
Wiley, 2d Lt Thos J 

Yeager, 2d Lt Robt W 
Warner, 2d Lt Cecil W 
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ADD INCOME 
for RETIREMENT... 


When your active career ends, 
you naturally want to be finan- 
cially prepared. Whatever you're planning in the future, you 
can begin now by building an investment in Mutual Investment 
Fund shares, either outright or through a periodic purchase plan. 

Learn how you can add income within the limits of market 
risk through Mutual Investment Fund shares to help you work 
toward a sounder financial future. Just mail this advertisement 
with your name and address. 


SS 






No obligation. 


BROWN, MADEIRA & COMPANY 


Specializing in Mutual Investment Funds 


ONE WALL STREET, NEW YORK «5, N. Y. 
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Jones, 2d Lt Avery S 2d Lt Jno O, jr 


Whisnant, 2d Lt A E 


Covin, 











REGULATION 
Dress Trench Coat 


Army Shade No. 79 
Air Force Shade No. 84 


Finest All Wool Gabardine 
Trench Coat for Officers and 
Enlisted Men. Detachable zipper, 
wool body and sleeve liner. 


Price *6@ 900 


Order your Trench Coat today 
State Height, weight and chest measurement 


Write for catalogue and terms 











MILITARY STORES, INC. 


19 West Jackson Bivd. * Chicago 4 
ESTABLISHED IN 1917 














From station indicated: 
Goodrich, Col Guinn B, Norfolk, Va. 
Wood, Ist Lt Donald M, Ft Monmouth, NJ. 
Mathos, Lt Col Harry G, Wash, DC. 
Pitlik, 2d Lt William F, Ft Riley, Kans. 
Hancock, 2d Lt James W, Cp Rucker, Ala. 


(Please turn to Next Page) 





For A Joyous 
Xmas Holiday Try 


“HAN 
= 


A Fifth 
11% By Volume 


We wish 
our many friends 
throughout the world 
a very 
Merry Christmas 
and a 
Happy New Year 





509 7th ST. S.W., WASHINGTON, D.C, 


WEEKDAYS —1000-2100 
store hours ‘ 
SATURDAY ihelelemeur £-Te]e) 


TELEPHONE ME. 8-5080 


FREE DELIVERY IN D.C 
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Benning, 2d Lt Stanley O, Cp Chaffee, Ark. 
Thompson, Maj Taylor F, Jackson, Miss. 
Olson, 2d Lt Jimmie L, Cp Chaffee, Ark. 
Robinson, 2d Lt Howard W, Ft Bliss, Tex. 
Barner, 2d Lt John V, Cp Rucker, Ala. 
Zawadski, Maj Alfonso S, Cp Rucker, Ala. 
Cleary, Maj Alva F, Ft Jackson, SC. 
Edwards, Maj J R, Ft Jackson, SC. 
Holden, 2d Lt Kenneth A, Ft Bliss, Tex. 
McGrath, Ist Lt George F, Ft Bragg, NC. 
Howard, 2d Lt Harold R jr, Ft Bragg, NC. 
Hall, 24 Lt Kenneth D, Cp Polk, La. 
Westerman, Ist Lt Frank C, Ft Campbell, 


Ky. 
Hildreth, 2@ Lt James J jr, Ft Campbell, 
Ky. 
Ponder, 2d Lt Arno L jr, Ft Campbell, Ky. 
Osmon, 2d Lt Russell J, Ft Ord, Calif. 
Hamiter, 2d Lt James J, Cp Polk, La. 
Azevedo, 24 Lt Gordon A, Ft Ord, Calif. 
Bagby, 24 Lt Herschel W, Ft Ord, Calif. 
Brandenberg, Ist Lt Leroy. Ft Hood, Tex. 
Smyth, 2d Lt Cecil B jr, Ft Hood, Tex. 
Pinard, Lt Cel George E, Norfolk, Va. 
Bennett, Lt Col Warren K, Norfolk, Va. 
Loberg, Capt Laurice L, Lincoln, Nebr. 
Traynor, Lt Col Archie R sr, Presidio of 
San Fran, Calif. 
Loken, Lt Col Leslie B, Ft Ord, Calif. 
From Ft Sill, Okla: 
Durant, 2d Lt O D, 2d 
Edwards, ist Lt Jno 
H, 3d 
Franznick, 24 Lt J R 
Martin, 2d Lt E, 3d 
Leach, Ist Lt Wm F 
Head, 2d Lt Wm E, jr 
Race, 2d Lt Chas W 
Cook, 1st Lt Morris G Steffanson, 2d Lt 
Yunder, 2d Lt Jno L. Economos, Ist Lt 
From Ft Leonard Wood, Mo: 
Wiilis, Capt Wm H_ Harry, 2d Lt John H 
Gill, 2d Lt Frederic B Heikkenen, 2d Lt H J 
From Ft Bennina, Ga: 
Royals, 2d Lt G E Valdespino, Capt T F 
Hertzel, 2d Lt Robt G Anglin, 2d Lt Robt J 
From Cp Atterhburu, Ind: 
Handkins, 2d Lt MR Hodgin, 2d Lt Jona- 
Beaver, 2d Lt S G than T, jr 
Lee, Maj Robt E 
To USAREUB 
From station indicated: 
Reynolds, Ist Lt David M, Ft Jackson, SC. 
Middlemas, ist Lt John N, Ft Myer, Va. 
Daigle, ist Lt Roland J, Presidio of San Fran, 
Calif. 


Anderson, 2d Lt Olaf 
Cc 3 


r 
Sharpe, 2d Lt R H 
Robinson, 2d Lt R C 
Stapleton, 2d Lt 
Sullivan, 2d Lt B 
Wilkinson, Ist Lt 


JP 
J 
CM 
Bailey, Ist Lt H M 
RT 
TM 


IF YOU'RE GOING OVERSEAS, 





Karabelas, Ist Lt Michael J, Ft Riley, Kans. 
Hentges, Ist Lt Lester jr, Ft Riley, Kans. 
Anderson, 2d Lt Harry M, Cp Atterbury, Ind. 
Smith, Ist Lt LeRoy W, Ft Bragg, NC. 
Butler, Capt Donald A, Ft Campbell, Ky. 
Wilson, 2d Lt Stanford R, Ft Hood, Tex. 
Windom, ist Lt Ralph, Cp Stewart, Ga. 
Von Rohr, Lt Cel Arthur D, Norfolk, Va. 
Barsanti, Lt Col Olinto M, Norfolk, Va. 
Porteous, Lt Col Charles, Norfolk, Va. 
Crocker, Lt Col David R, Norfolk, Va. 
To USARCARIB (Antilles) 

From station indicated: 
Hulett, Ist Lt Henry J, Ft Jackson, SC. 
Matthews, Ist Lt John D, Ft Jackson, SC. 
Walker, Ist Lt Hubert D, Ft Ord, Calif. 

To USARCARIB (Panama) 

From station indicated: 
Hendrix, Ist Lt Leo T, Ft Riley, Kans. 
Mareka, Ist Lt Edward J, Ft Jackson, SC. 

To USARAL 

From Ft Sill, Okla: 
Curtis, Ist Lt E L 
Duke, Ist Lt W, jr 


ARMOR— 
Eichnor, Maj John T, Governors Island, NY, 
to Amph Gp 2, Atl Fit, Norfolk, Va. 
To USAFFE 


From station indicated: 
Flemig, Maj Ernest A, Ft Hood, Tex. 
Mitchem, 2d Lt James A, Ft Knox, Ky. 
Vinson, 2d Lt Bobby G, Ft Knox, Ky. 
Spencer, Ist Lt Henry R, Ft Hood, Tex. 
Olson, 2d Lt Robert W, Ft Knox, Ky. 
Kosak, Capt Joseph C, Longview, Tex. 
Chandler, 2d Lt Charles E, Cp Rucker, Ala. 
Buettner, 2d Lt Richard T, Cp Rucker, Ala. 
Young, ist Lt Jack L, Cp Irwin, Calif. 
To USAREUB 


From station indicated: 
Lawrence, 2d Lt Richard D, Cp Irwin, Calif. 
Phillips, 2d Lt John C, Cp Irwin, Calif. 
Carter, Ist Lt Schirm C, Ft Campbell, Ky. 
D'Incecco, 2d Lt Nicholas J, Ft Hood, Tex. 
Treadwell, ist Lt Frank L, Cp Chaffee, Ark. 
From Cp Carson, Colo: 
MecMurrin, Ist Lt DH Temp, 2d Lt JohnR 
Hammond, 24 Lt CL Fitch, 2d Lt John B 
Hall, 2d Lt John C Fowler, 2d Lt Roy 
Mayer, 2d Lt A E 


ARTILLERY— 

Hart, Lt Col Eugene D, Ft Holabird, Md, to 
18ist MI Det, Ft Myer, Va. 

Giddings, Maj Ralph L, Ft Bliss, Tex, to 
31st AAA Brig, McChord AFB, Wash. 

Cassin, Maj George F, Cp Stoneman, Calif, 
to 1123d ASU Conn NG Adv Gp, w/sta 
Stamford, Conn. 


Knight, Ist Lt A L 
Marsh, Ist Lt Billie D 





OR IF YOU'RE ALREADY THERE you'll appreciate the benefits to be 


derived from United Services complete low-cost, non-profit insur- 


ance program exclusively for armed forces officers. Either com- 


missioned or warrant officers are eligible. More than 150,000 now 


are enjoying the protection of this 31-year-old institution. Through 
USAA, insurance coverage at minimum cost on automobiles, 
household and personal effects is made available in Japan, 
Western Europe, Puerto Rico and the Philippines, as well as in the 
States. Claims are quickly settled, even in out-of-the-way places. 
USAA is an organization of commissioned and warrant officers 
who pool their funds for mutual protection. Over the years, this 
plan has resulted in consistently large savings for members. 
In 1952, over 130,000 officers shared in $3,200,000 dividends 
returned to USAA policyholders. You, too, 


can save through membership in the USAA. 


ge) 


Fill in the coupon and mail it TODAY! 


(UNITED SERVICES 4utomobile Association > 














Is Car Used for Business Purposes Other than to ond from Work? 


Dept. J, 1400 E. Grayson Street — San Antonio 8, Texas 
Without Obligation, Send information on automobile insurance 
Car Body Pass Serial 
ee Model Type Capacity Number. 
Motor No DOcte New or Factory 
Number a Cost Purch. Used Price. 





Current Yeor & State Registration._____Age of Youngest Driver in your Household 


No. 





Yes. 





Nome & Ronk 





Military Address___— 


if Cor not at above address, give location of car 
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Whitney, Capt Everett F, Ft Sill, Okla, to 
USARAL. 

Cassidy, Capt Thomas J, Ft Belvoir, Va, to 
338th MI Sve Bn, Ft Meade, Md. 

Towne, Capt Eugene Mc, Ft Devens, Mass, 
to 5102d ASU Ill ROTC Instr Gp, w/sta 
Univ of Ill, Urbana, Ill. 

Wojteczko, 2d Lt Joseph E, Ft MacArthur, 
Calif, to USARAL. 

White, 2d Lt Delta D, Ft Monmouth, NJ, to 
4050th ASU, Arty Ctr, Ft Sill, Okla. 

Marcovich, 2d Lt Martin C, Ft Bragg, NC, to 
5001lst ASU Sta Compl, Hq 5th Army, Chi- 
cago, Ill. 

Patanella, 2d Lt Charles R, Ft Sill, Okla, to 
540th FA Bn, Ft Bragg, NC. 


To USAFFE 
From station indicated: 
Hamilton, 2d Lt Wilson S, Broughton, Pa. 
Gatzka, Ist Lt Charles A, Seattle, Wash. 
— Ist Lt Alfred M, Andrews AFB, Wash, 


Haggerty, Ist Lt John P, Ft Campbell, Ky. 
Tickle, Ist Lt Leroy B, Ft Myer, Va. 
Haslip, Maj John L, Fairchild AFB, Wash. 
Ray, 2d Lt James L, Ft Story, Va. 
Brown, Maj Caryl L, Cp Stewart, Ga. 
Santangelo, 2d Lt Nicolo A, Rutherford, NJ. 
— 2d Lt Carroll D, Cp Hanford, Wash, 
Matthews, 2d Lt Welborn L, Cp Chaffee, Ark. 
Hunt, 2d Lt Alexander T jr, Cp Stewart, Ga. 
Dukes, Ist Lt Harry L jr, Detroit, Mich. 
French, 2d Lt Richard G jr, Ft Knox, Ky. 
Halvorson, Ist Lt John A, Ft Campbell, Ky. 
Amstutz, 2d Lt Gerald D, Ft Hood, Tex. 
Coffua, 2d Lt Henry S, Ft Banks, Mass. 
Leisinger, 2d Lt Richard W, Ft Meade, Md. 
Bedford, Lt Col William H, Norfolk, Va. 
Evanchick, Ist Lt John, Stewart AFB, NY. 
Fowler, Ist Lt Robert G, Chicago, Il. 
Barnes, 2d Lt Alfred L, Ft Belvoir, Va. 
Finton, ist Lt Almon L, Castle AFB, Calif. 
Grafton, 2d Lt Benjamin M, Ft Hood, Tex. 
Ammons, Ist Lt Geo W, Cp Hanford, Wash. 
Moore, Ist Lt James R, Ft Sheridan, Ill. 
Ford, Ist Lt George L, Ft Meade, Md. 
Kaufman, Lt Col Lee S, Killeen, Tex. 
Van Der Wall, Ist Lt Ulkes W, Ft Ord, Calif. 
Smoyer, Ist Lt Raymond E, Ft Hood, Tex. 
Cleveland, Capt William J, Ft Lewis, Wash. 
Jesperson, ist Lt Wm L, March AFB, Calif. 
Mastro, 2d Lt John J, Cp Rucker, Ala. 
Meyer, Ist Lt Vernon W, Cp Rucker, Ala. 
Omohundro, Maj Robert L, Colorado Springs, 
Colo. 
Potter, Ist Lt Dawn E, Cp Hanford, Wash. 
From Ft Sill, Okla: 
Smith, 2d Lt Geo H 
Smith, 2d Lt M J, 


Gardner, 2d Lt W D 
Durall, Ist Lt Ben D 
Hancock, Maj Jno B 
Gormeley, Maj Jno E 


jr 
McCarley, 2d Lt Fred 
Ekstrom, Ist Lt A C 


S. ir 

From F? Bliss, Tex: 
Herrera, 2d Lt F A 
Huseman, 2d Lt C P 
Van Benschoten, 2d 

Lt Elmer §S, jr 
Swain, 2d Lt C E 


Douglass, Ist Lt Leon 
F, 3d 


LeClair, Maj J A, jr 
Wessel, Ist Lt CS 
Greer, 2d Lt Jas C 
Evans, Ist Lt Robt B 

From Wash, DC: 
Offley, Lt Col RH, jr 
Moore, Maj David J 
Maslowski, Lt Col L C 

To USAREUR 

From station indicated: 

Hook, Capt Walter S, Cp Chaffee, Ark. 
Escue, Capt Charles W, El Paso, Tex. 
Howe, Capt Marion T, Ft Cronkhite, Calif. 
Cornelius, Capt Lee C, Amarillo, Tex. 
Baker, Maj George A, Ft MacArthur, Calif. 
Nacke, Capt Claus K, Presidio of San Fran, 

Calif. 

Peters, Ist Lt Robert L, Army Cml Ctr, Md. 
Dickey, 2d Lt Herman E, Ft Campbell, Ky. 
Martin, Capt Donald N, Ft Campbell, Ky. 
Stringer, 2d Lt John D, Detroit, Mich. 

From Ft Sill, Okla: 
Skimin, Ist Lt Robt E 
Coleman, 2d Lt CH 
Fischer, Capt AlbertC 

From Ft Bliss, Tex: 
Costlow, 2d Lt Thos V 
Schaefer, Ist Lt H J Davis, Ist Lt Leon M 
Fetner, 2d Lt LM Zalonis, Ist Lt Jno A, 
Altman, Capt Jos C jr 
Messier, Ist Lt R E 


Hunter, Ist L4t Thos 
GS 


Hale, Ist Lt James N 
Hare, Capt Jack L 


Beran, Ist Lt Kurt 





CUSTOM BUILT 


TANK BOOTS 


Available in 
Oil Veals or 
Polished Calfskin 







From stock or made to measure! Send 
for price list and leather swatches. 


THE DEHNER CO., INC. 


2059 Farnam Omaha, Nebraska 

















CORPS OF ENGINEERS— 
Maj Gen Samuel D Sturgis, C of 


Abercrombie, Col Jay A, Wash, DC, to sty 

_ Armed Forces Staff College, Norfolk 
a. 

Smith, Col George W, Schenectady Gen De 
pot, NY, to Northeast Air Comd. 

Carroll, Lt Col Walker K, Richmond, Va, to 
35th Engr Const Gp, Ft Hood, Tex, 

DeLuca, Maj Joseph M, Ft Hamilton, ny 
to 27th Engr C Bn, Ft Campbell, Ky. 

Butcher, Capt William E, Ft Winfield Scot, 
Calif, to 231st Engr C Bn (Army) Ft Lewis 
Wash. : 

Svarce, Capt Laddie J, Cp Stoneman, Cajis 
to 68th Engr Combat Gp, Cp Carson, Colo. 

Vaessen, Capt Cornelius C, Ft Campbell, Ky 
to The Engr Cen, Ft Belvoir, Va. 

Smith, Capt Henry L, Wash, DC, to 68th Engr 
C Group, Cp Carson, Colo. 

Kilpatrick, Capt Robert L, Schenectady, Ny 
to USAFE 7th Engr Avn Brig. 

Culp, Ist Lt Cletus C jr, Ft Sill, Okla, to 
USARCARIB. 

Hudson, ist Lt Wilbur G, Ft Sill, Okla, to 
USARCARIB. 

Mast, Ist Lt Robert L, Ft MacArthur, Cy 
to Hq USFA. 

Jester, Ist Lt Guy E, Cp Stoneman, Cal, to 
Ft Riley, Kans. 

Hering, 2d Lt Robert R, Cp Carson, Colo, to 
Hq USFA. 

Faust, 2d Lt Robert E, Ft Leon Wood, Mo 
to USAFE, 7th Engr Avn Brig. 

Raymond, 2d Lt James B, Ft Leon Wood 
Mo, to USAFE, 7th Engr Avn Brig. 


From Ft Belvoir, Va 


To station indicated: 

Rownd, 2d Lt Wilson H, 484th Engr Const 
Bn, Ft Knox, Ky. 

Minor, 2d Lt Fred jr, 20lst Engr C Bp 
(Army), Ft L Wood, Mo. 

Haser, 2d Lt Harry W jr, 201st Engr C Bn 
(Army), Ft L Wood, Mo. 

Loy, 2d Lt Leroy D jr, 20ist Engr C Bp 
(Army), Ft L Wood, Mo. 

Turcotte, 2d Lt Francis X, 484th Engr Const 
Bn, Ft Knox, Ky. 

Swaim, 2d Lt Robert J, 973d Engr Const Bn 
Cp Carson, Colo. 

Doller, 2d Lt John S, 484th Engr Const Bn, Ft 
Knox, Ky. 

Zeindler, 2d Lt Robert W, 48th Engr Topo 
Bn (Army), Ft Sheridan, Ill. 

Moore, 2d Lt William G, 98lst Engr Const 
Bn, Ft Bragg, NC. 

Waterman, 2d Lt Otis T, 98ist Engr Const 
Bn, Ft Bragg, NC. 

Parker, 2d Lt Larnell R, 20th Engr Combat 
Bn (Army), Ft Bragg, NC. 

Senna, 2d Lt Gene E, 705th Engr Fld Maint 
Co, Ft Lewis, Wash. 

Schlather, 2d Lt Wallace G, 46th Engr Const 
Bn, Ft Sill, Okla. 

Kasparian, 2d Lt Caspar M, 190th Engr C 
Co, Ft Devens, Mass. 

Smith, 2d Lt Donald R, 106th Engr C Bn, & 
Atterbury, Ind. 

Geis, 2d Lt Albert J, 315th Engr Port Const 
Co, Presidio of San Fran, Calif. 

Proctor, 2d Lt Karl J, 315th Engr Port Const 
Co, Presidio of San Fran, Calif. 

Hockett, 2d Lt George R, Stu Off Co Arm 
Avn Sch, Ft Sill, Okla. 

Geppert, 2d Lt William F, Stu Off Co Army 
Avn Sch, Ft Sill, Okla. 

Irwin, 2d Lt Robert H, Stu Off Co Army Avn 
Sch, Ft Sill, Okla. 
To 23ist Engr C Bn (Army), Ft Lewis, 

Wash: 

McCarthy, 2d Lt Robt Hartman, 2d Lt Harry 
E, jr VonTrebra, 2d Lt RL 

Mulvihill, 2d LtHN Smith, 2d Lt Gene R 
To 135th Engr C Bn, Ft Lewis, Wash: 

Stringer, 2d LtWmO Davies, 2d Lt RJ 

Moulton, 2dLt Chas E Bondarenko, 2d Lt 

Desmond, 2d Lt W H Henry R 

Trowbridge, 2d Lt Haglund, 2d Lt JnoR 
John M Hooper, 2d Lt PaulC 
To 16th Armd Engr Bn, Ft Hood, Tez: 

Teter, 2d Lt P O, jr Hawkins, 2d Lt EH 

Frey, 2d Lt Geo R jr 

Patrick, 2d Lt L W 

Sparks, 2d Lt Gene W 

McDonald, 2d Lt T E 
To 47th Army Engr Camouflage Bn, Ft 

Riley, Kans: 

Sedberry, 2d Lt DW Thorson, 2d Lt RT 

Davis, 2dLt Everett R Bond, 2d Lt Joseph $ 
To 27th Engr C Bn (Army) Ft Campbell, 


jr 
Lockhart, 2d Lt RD 
Moise, 2d Lt K J 


Ky: 

Glasscock, 2d Lt T I, Barron, 2d Lt WmT 
jr Bellamy, 2dLt WmM 

Griffin, 2d Lt Jas D ir 


Cuffee, 2d Lt C J Binnig, 2d Lt Robt¢ 
To 21st Engr C Bn (Army) Cp Carson,Cow 

Schwartz, 2d Lt J C Matyus, 2d Lt GeoR 

Little, 2d Lt Robt M_ Nelson, 2d Lt RC 


To USAFFE 


From station indicated: 
Gould, Col Harold S, San Francisco, Calif 
Jeffrey, Lt Col Jack C, Norfolk, Va. 
Bartlett, Lt Col Wm T, Norfolk, Va. 
Brunner, 2d Lt Frank L, Ft Knox, Ky. 
Harvey, 1st Lt Walter C, Ft Hood, Tex 
Shaw, Capt Robert B, Memphis, Tenn. 
Clark, 2d Lt Fred, Ft Riley, Kans. 
Hall, Lt Col Ernest B, Ft Monroe, Va. 
Fish, 2d Lt Donald C, Ft Scott, Calif. 
Lahr, 2d Lt James F, Ft W Scott, Calif. 
Schultz, 2d Lt John H, Ft Campbell, Ky. 
Gilbert, Capt Leslie H, Ft W Scott, Calif 
Bryan, Capt Leo C, Ft W Scott, Calif. 
Smith, 2d Lt Thomas B, Ft Sil!, Okla. 


(Continued on Next Page) 
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Villandre, Capt James F, Ft Bliss, Tex. 


Army Orders 
(Continued from Preceding Page) 


Jones, 2d Lt Eugene N, Ft Sill, Okla. 
Ennis, 2d Lt Wm J, Cp Carson, Colo. 
Papazian, 2d Lt Arthur S, Ft Devens, Mass. 
Hanson, Lt Col Russell H, Cp Carson, Colo. 
Parker, 2d Lt Charles O, Ft Sheridan, Ill. 
Reum, 2d Lt James L, Cp Carson, Colo. 
Sanders, 24d Lt Connelly jr, Cp Carson, Colo. 
Newberry, 2d Lt Merwin R, Ft Hood, Tex. 
Moore, Capt Roland, Ft Hood, Tex. 
Little, 2d Lt Bill J, Ft Hood, Tex. 
Anderson, 2d Lt Orlando B, Ft Sheridan, Il. 
Wauters, 2d Lt John F, Ft Sheridan, Ill. 
Schmacher, Capt John H, Denver, Colo. 
Demski, Capt Raymond W, Igloo, S Dak. 
From Ft Leonard Wood, Mo: 
Jensen, LtCol Murray Koenig, 2d Lt Robt G 
Lacara, 2d Lt Joe M_ Levine, 2d LEER 
Phillips, 24d Lt J D Dailey, 2d Lt Carl W 
Reschetz, 2d Lt RR Murphy, 2d Lt J E 
Deyo, 2d Lt Roy D_ Hensley, 2d Lt AS 
Bartlett, 2dLt Chas R Neyer, 2d Lt RA 
Moran, 2d Lt Thos C_ Pruyne, 2d Lt Wilmot 
Aikman, 2d Lt Jim B 
Grey, 2d Lt Albert J 
Johnston, 2d Lt DR 
Weir, 2d Lt NG 
Gallen, 2d Lt John H 
Lockemeyer, 2d Lt Boutilier, 2d Lt M D 
Robt B Brumm, 2d Lt D E 
From Ft Lewis, Wash: 
Baumann, 2d Lt G E Manning, 2d Lt L E 
Inami, 2d Lt Thos T Weinberg, 2d Lt M 
Harris, 2d Lt D G 
From Ft Belvoir, Va: 
Downing, 2d Lt JosG Perdue, Maj LP, jr 
Pearse, Maj John J Mayer, 2d Lt BI 
McCourt, 2d Lt Wm J Wright, 2d LtHS 
Akins, Capt Kossie C Livingston, Ist LtCR 
Wingfield, 2d Lt R G Herrmann, 24 Lt R W 
Russell, Capt Theo S Carter, 2d Lt Allen G 


To Fifth Air Force, Japan 


From station indicated: 
Tkacik, Capt John J, Ft Campbell, Ky . 
Kirkwood, 2d Lt Herbert C, Cp Carson, Colo. 
Kohm, 2d Lt John C, Cp Rucker, Ala. 

From Ft Leonard Wood, Mo: 
Mork, Maj Carl L Strickland, 2d Lt 
Homburger, 2d Lt Malcolm R 

Wolfgang S$ Milbradt, 2d Lt E D 
Foster, 2d Lt Robt W Kehr, 2d Lt RH 
Newton, 24d Lt P E 


To USARAL 
From station indicated: 
Myers, Maj William E, New York, NY. 
Weaver, 2d Lt Henry A, Cp Carson, Colo. 
Anderson, 2d Lt McKinley T, Cp Carson, 
Colo. 
McNerney, Maj Daniel P, Ft Belvoir, Va. 
Redding, Capt George A, Ft Leavenworth, 
Kans. 


F, jr 
Ralph, 2d Lt Geo D 
Fillebrown, 2d Lt CA 
Swing, Ist Lt Robt L 
Bell, 2d Lt Leslie R 


To USAREUR 
From station indicated: 
Difoire, 2d Lt Robert J, Ft Campbell, Ky. 
Fuilerton. 2d Lt George S. Ft Riley, Kans. 
Ray. 2d Lt Charles T. Cp Carson. Colo. 
McKnight. 24 Lt James R. Ft Hood, Tex. 
Dowd, 1st Lt Joseph H, Ft Dix, NJ. 
Brady, Ist Lt John T, Cp Polk, La. 
Lore, 2d Lt Rellon V. sr. Cp Polk, La. 
—" Capt Frank W, Ft Leonard Wood, 
LO. 
Foster, Capt Milo P, Ft Leonard Wood. Mo. 
— Ist Lt William S, Ft Leonard Wood, 
Mo. 
Raffa, Capt Domenick R, Ft Campbell, Ky. 
From Ft Relvoir, Va: 
Fullerton. Lt Col TK McCoy, Capt J M 
Aron, Maj Fred W Rambicur, Capt R 
Young, Capt J B. jr Lear, 1st Lt GE 
Sargent, Capt J F Deliz, Ist Lt J F 
Helmig, Capt W P Hubbell, 2d Lt RH 
Boxter, Capt E S, jr 


SIGNAL CORPS— 

Maj Gen George I Back, CSO 

Ostermeir, Lt Col Russell, Cp Gordon, Ga, 
= 2154th ASU Sta Complement, Ft Lee, 
a. 

Vargo, Maj Joseph P, Cp Gordon, Ga, to 
rag ASU Sta Complement, Cp Chaffee, 
Ark, 

Fogel, Maj Frank H, Ft Bragg. NC, 
_9400th TSU SigC. Ft Monmouth, NJ. 

Northrop, Maj Leroy M, Ft Monmouth, NJ, 
pt cag Off Co the Army Avn Sch, Ft Sill, 

a. 

Baker, Maj Fred P, Ft Holabird, Md, to 
40524 ASU AAA and GM Cen, Ft Bliss, 
Tex, 

Davis, Capt Earl J. jr, Wash, DC, to 602d 
Comm Recon Det, Ft Meade, Md. 

Harleman, Capt Berman C, Cp Stoneman, 
Calif, to 9400th TSU Sig C Cen, Ft Mon- 
Mouth, NJ. 

Little. Ist Lt Thomas E, Ft Monmouth. NJ, 
i ag Off Co the Army Avn Sch, Ft Sill, 
kla. 


to 


Connor, 1st Lt Bobby D. Ft Meade, N 
82d Abn Sig Co, Ft Brags, NC. inci 
Hansotte, Ist Lt Louis B, Cp Stoneman, 
Calif, Univ of Maine. Orono, Me. 

Wauters, 24 Lt R, Ft Monmouth. NJ, to Stu 
Off Co the Army Avn Sch, Ft Sill, Okla. 
Alexander, 24 Lt Benjamin L. Ft Bliss, Tex, 
+ gg Off Co the Army Avn Sch, Ft Sill, 


/ To USAREUR 
From station indicated: 





Meldrum, Capt Claron W, jr, Ft Campbell, 


y. 
Harwood, Capt Alan, Ft Monmouth, NJ. 
Leroy, Capt Joseph F, Ft Monmouth, NJ. 
To USAFFE 
From station indicated: 
Paoilozzi, Lt Col Thomas, Ft Monmouth, NJ. 
Warren, Maj Harold F, White Sands Pr Gr, 
NMex. 
Sherve, 2d Lt Vernon A, Sacramerto, Calif. 
Read, Capt Alan W, La Plata, Md. 
Miller, Capt Samuel D, Ft Baker, Calif. 
Riordan, Capt Charles F, Presidio of San 
Francisco, Calif. 
Osterman, 2d Lt Harry F, jr, Ft Meade, Md. 
Slone, 2d Lt Donald E, Ft Meade, Md. 
From Cp Gordon, Ga: 
Lewis, 24 Lt DE Barrett, 2d Lt 
Lindberg. 2d Lt D L Delos W, jr 
Haines, 2d Lt C F Hogan, 2d Lt BA 
Krueger, 2d Lt ER Simmons, Capt T S 
Kueny, 24 Lt R M Ryan, 2d Lt RA 
Hansen, 24d Lt DC Satz, 2d Lt Perry 
Cavender, 2d Lt R L Stevens, Maj J H 


ADJUTANT GENERAL’S CORPS— 
Maj Gen William E Bergin, TAG 
Watson. Col Arthur A, Wash, DC, to 2048th-1 
ASU Recention Sta. Ft Krox. Kv 
Sims. Maj Raleigh N. Ft Belvoir. Va, 
Office Chief of Psy War, Wash, DC. 
Lav. Maj John W. Wash. DC. to Hq 5th 
Army, Chicago, Il. 
Slater, Capt Edwin E, Newark. NJ, to 9201st 
TSU NY POE. Brooklyn, NY. 
Wasson, ist Lt Val J, Ft Myer, Va, to TAGO 
Wash, DC. 


to 


To USAFFE 
From station indicated: 
Doran. Capt Robert A, Ft Benning. Ga. 
To USAREUR 
From station indicated: 
Delagarza,. Ist Lt John, jr, St Louis, Mo. 


JUDGE ADVOCATE GENERAL’S CORPS— 
Maj Gen E M Brannon, TIJAG 

Kotrich, Col Edward J. Ft Knox, Ky, to Hq 
USFA. 

Burtchaell, Lt Col John W, Ft Lawton, Wash, 
to 40524 ASU AAA and GM Ctr, Ft Bliss, 
Tex. 

Kast, 1st Lt Michael H, Ft Holabird, Md, to 
5015th ASU, Cp Atterbury, Ind. 


QUARTERMASTER CORPS— 

Maj Gen George A Horkan, QMC 

Foxworth, Lt Col Edward M, Chicago, Ill, to 
Stu Det Armed Forces Staff College, Nor- 
folk, Va. 

Shaug, Lt Col James J, Wash, DC, to Stu 
Det Armed Forces Staff College, Norfolk, 
Va. 

Hanson, Lt Col Ellwood F, Ft Lee, Va, to 
Air University, Maxwell AFB, Ala. 

Hanchey, Maj William J, Atlanta, Ga, to 
9150th TSU Columbus Gen Depot, Colum- 
bus, Ohio. 

Scanlan, Maj Joseph A, Schenectady, NY, to 
70924 ASU Sta Complements Vint Hill 
Farms Sta. Warrenton, Va. 

Crawford, Capt Garrett D, Jeffersonville 
Ind, to 82d Abn Div, Ft Bragg. NC. 

Gale, Capt Bernard G, Ft Worth, Tex, to 
USARAL. 


Rice, Capt Donald G, Chicago, Ill, to 
USARAL. 
Smith, 1st Lt Bruce D, Richmond, Va, t 


USARPAC. 

Gum, ist Lt Harold H, Ft Devens, to Hq & 
Haq Co Arlington Hall Sta, 8617th AAU, 
Arlington, Va. 

Rains. 1st Lt Roger W. Ft Campbell, Ky, 
to 9161st TSU. Det No 2, QM Market, 
Ctr, Denver, Colo. 

From Ft Lee, Va 
To station indicated: 

Epps, 2d Lt Maurice R, jr, 593d Qm Sve 
Co, Ft Devens, Mass. 

Bolender, 24 Lt Homer W. 165th Qm Clo 
and Gen Sup Depot Co, Ft Devens. Mass. 
Brown, 2d Lt John P, 1301st ASU Sta Com- 

plement, Ft Monmouth, NJ. 

Rigby, 2d Lt William F, 58th Qm Depot 
Utah Gen Depot, Ogden, Utah. 

Cadv, 2d Lt Foster B. jr, 58th Qm Depot 











LaFaille. Capt Peter J. jr, Ft Devens, Mass. 
Woodell, Capt Carlton D, Presidio of San 


Utah Gen Depot, Ogden, Utah. 
Moore. 2d Lt Donald R, 58th Qm Depot, 
Utah Gen Depot, Ogden, Utah. 
Thompson, 2d Lt Samuel, 1262d Sta 
Complement, Ft Dix. NJ. 


ASU 


Francisco. 
| Ward, Capt Richard C, Ft Lee, Va. 
| Baxter, Lt Col Roscoe, Governors Island, NY. 
| Moore, Lt Col Robert B, Columbia, SC. 
Sanders, Capt Walter C, Ft Worth, Tex. 
| Hemphill, Capt William H, Ft Knox, Ky. 
| To USAREUR 
| From station indicated: 
| Smith, Capt Kenneth R, Ft Lee. Va. 
Terry, Maj Walter C, Ft Lee, Va. 
Smith, 2d Lt Gerald L, Cp Rucker, Ala. 
Pines, 2d Lt Allan H, Cp Rucker, Ala. 
' Collier, 24 Lt Robert B, Cp Rucker, Ala. 
| Garcia, Maj Bino F, Ft Lee, Va. 
| Collins, 24 Lt George B, Cp Gordon, Ga. 
| Connell, 2d Lt Walter J, Cp Rucker, Ala. 
Dickey, 24 Lt James D. Cp Gordon, Ga. 
| Whitten, Maj Ben H, Ft McClellan, Ala. 
| Kuehn, Capt Mortimer, Ft Sheridan, II. 
| Moy, Capt Frank, San Francisco, Cal. 
| Sexton, Maj John F, Kearny, NJ. 
| Wright, 24 Lt Orval D. Chicago, Il. 
| Penchan, Capt Benjamin, Memphis, Tenn. 
| Smith, Capt John R, Ft Hood, Tex. 
| Zimmerman. Lt Col Edgar. Cp Carson, Colo. 
| Mosby, Ist Lt Herbert B, Ft Lee, Va. 


FINANCE CORPS— 
Maj Gen Bickford Sawyer, C of F 
To USAFFE 
From station indicated: 
Ebetino, Cant Michael T, Ft Slocum, NY. 
Carroll, Mai Dovle D, Presidio of San Fran- 
cisco. Calif 
Martvniak, Capt Stanley L, Hot Svrings, Ark. 
Northcutt. Ist Lt Jimmy E, Oakland Army 
Base, Calif. 


MEDICAT SERVICES— 
Maj Gen George E Armstrong, SG 
Medical Corps 

Maj Felix M. ir. Ft Bragg, 
11th Abn Div. Ft Campbell. Ky. 

Sako. Cant Yoshio. Wash. DC, to 
AMC, Ft Sam Houston, Tex. 

Habhab, Cant Homode J. Cv Lejeune, NC, to 
16th AAA Gun Bn, Ft Banks. Mass. 

Smith, Cant Joel P. Aberdeen Pr Gr, 
3440th ASU USAH, Ft Benning, Ga. 

Cheney, Ist Lt James A. Ft Sam Houston, 
Tex, to 82d Abn Div, Ft Bragg, NC. 


DENTAL CORPS— 
Maj Gen Walter D Love, Asst to 8G 
Holter. Lt Col Paul W, Ft McPherson, Ga, 
to 9952d TSU Fitzsimons AH, Denver, Colo. 
Ahern, Msi Thomas B. Ft Leonard Wood, 
Mo. to 1201st ASU, Ft Monmouth, NJ. 
Eliason, Maj Charles A. Ft Hood, Tex, to 
6003d ASU, Ft Ord, Calif. 


MEDICAL SERVICE CORPS— 
Maj Gen Robert I Black, Chief 


Lt Col Lowell L, Ft Bragg, NC, 
USAH, Cp Stewart, Ga. 


Adams, NC, to 


Brooke 


Md, to 


Blackwell 
3444th ASU, 


Usserv. Lt Col William T, Cp Pickett. Va, 
9940th TSU, Brooke AMC, Ft Sam Hous- 
ton, Tex. 

To USAFFE 
From station indicated: 


Van de Veere, Lt Col Ear! B, Brooklyn, NY. 
Cheezum Capt Lynn R. Walter Reed AMC, 
Wash, DC 
Cook, Ist Lt Richard A, Ft Sam Houston, 
Tex. 
Borko, Ist Lt Harold, Ft Sam Houston, Tex. 
Moon, 1st Lt Arthur P, jr, Ft Sam Hous- 
ton, Tex. 
To USAREUR 


From station indicated: 


Miller, Ist Lt Ronald N, Ft Sam Houston, 
Tex. 

Caldwell, Lt Col John C, Ft Bliss, Tex. 

Mateer, 2d Lt Charles A, Ft Sam Houston, 
Tex. 

Mhyre, 2d Lt Noel L, Ft Sam Houston, Tex. 

Rocke, 2d Lt Donald C, Ft Sam Houston, 
Tex. 

Rodriguez, 24 Lt James G, Ft Sam Houston, 
Tex. 

Rusiewicz, 2d Lt Lawrence L, Ft Sam Hous- 
ton, Tex. 


Schwartz, 2d Lt Charles R, Ft Sam Houston, 
Tex. 


VETERINARY CORPS— 
Brig Gen Jacob L Hartman, Chief 
Moore, 1st Lt Homer J, Ft Jackson, 4006th 
ASU, Ft Sam Houston, Tex. 
ARMY 


NURSE CORPS— 





McGee, 24 Lt James G. jr, 4002d ASU Sta 
Complement, Cp Chaffee, Ark. 

Vichiconti. 24 Lt William J, 3431st ASU Sta 
Complement, Ft Jackson, SC. 

Alpers, 2d Lt Hugo. 9151st TSU Jefferson- 
ville Qm Denot, Jeffersonville, Ind. 

Glidden, 24 Lt Thomas T, 4050th ASU the 
Arty Ctr, Ft Sill, Okla. | 

Rapp. 2d Lt Melvin W. 3420th ASU Sta Com- | 
plement. Ft Bragg, NC. 

Lanier, 24 Lt Albert B. 9140th TSU Atlanta 
Gen Depot, Atlanta, Ga. 

Austin, 1st Lt Sam, jr, 2114th ASU Sta Com- 
plement, Cp Pickett, Va. 
To 34th Qm Bn, Sharpe Gen Depot, Lathrop, 

Calif: | 

Brett, 2d Lt Jay E Smillie, 2d Lt D L } 

Dunnbier, 2d Lt F B Wheeler, 2d Lt C L | 

To USAFFE 


From station indicated: 





Col Ruby F Bryant, Chief 
Hearn, Capt Anne E, Aberdeen Pr Gr, Md, to 
Valley Forge AH, Phoenixville, Pa. 
To USAFFE 
From station indicated: 
Archer, Maj Rubyve W, Minneapolis, Minn. 
Hendricks, Capt Lauretta, Cp Irwin, Cal. 


ORDNANCE CORPS— 
Maj Gen E M Cummings, C of Ord 

Judson, Lt Col William J, Aberdeen Pr Gr, 
Md, 9304th TSU Detroit Arsenal, Center- 
line, Mich. 

Billings, Lt Col Edward R, Ft Monroe, Va, 
to OAS of A (Mat) 8502d AAU, Wash, DC. 

Smith, Maj Sidney F, Wash, DC, to 9371st 
— San Jacinto Ord Depot, Channelview, 

ex. 

Horn, Maj Donald D, Chambersburg, Pa, to 
9206th TSU, San Francisco POE, San Fran- 
cisco, Calif. 

McSorley, Capt Frank N, Killeen Base, Tex, 
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to 9th Ord Bn (Sp Wpn Spt) Ft Bliss, Tex. 

O'Connor, Capt John J, Chambersburg, Pa, 
to 12424 ASU NYNG Adv Gp, Rochester, 
NY. 

Attaway, Ist Lt John D, Aberdeen Pr Gr, 
Md, Stu Det the Ord GM Sch, Redstone 
Arsenal, Huntsville, Ala. 

Anderson, 2d Lt Robert A, Aberdeen Pr Gr, 
to Stu Det the Ord GM Sch, Redstone Ar- 
senal, Huntsville, Ala. 


To USAFFE 


From station indicated: 
Powell, Col Grosvenor F, Waashington, DC. 
Taylor, 24 Lt Howard E, Ft Bragg, NC. 


To USAREUR 


From station indicated: 
Fisher, Maj Charles E, Herlong, Cal. 
Sterman, 2d Lt Alan S, Aberdeen Pr Gr, Ma. 


CHEMICAL CORPS— 
Maj Gen Egbert E Ballene, C of Cml C 


McElroy, Lt Col George E, Dallas, Tex, to 
9770th TSU, Deseret Cml Dep, Tooele, 
Utah. 

Nealon, 2d Lt William C, Ft McClellan, Ala, 
to 7001lst ASU, Hq MDW, Gravelly Point, 
Wash, DC. 

Dellinger, 2d Lt James R, Ft McClellan, Ala. 
to 9710th TSU, Hq Cm! C Research and 
Engr Comd, Army Cm! Cen, Md. 

To USAFFE 
From station indicated: 

Mills, Maj Roy, Army Cm! Cen, Md. 

Gaston, Lt Col Daniel J, Army Cml Cen, Md. 

Gifford, Capt John P, Army Cm] Cen, Md. 

Nastre, Capt Robert F, Dugway Pr Gr, 
Tooele, Utah. 

From Ft McClellan, Ala: 

Caveness, 2d Lt EW, Turner, 24 Lt J V 
ir Voet, 2d Lt H C, jr 

Cullon, 24 Lt MM, II Meyers, 2d Lt J A, Il! 

Isbell, 2d Lt R E Ridges, 24 Lt RA 

Jeo, 24 Lt Herbert Pyle, 2d Lt DH 

Cardwell, 2d Lt EW Vane, 24 Lt D W 


To USAREUR 


From station indicated: 
Petersen, Capt Wayne S, Army Cml Ctr, Md. 
Bixler. 2d Lt Harris J, Ft McClellan, Ala. 
Rosenbluth, 2d Lt Murray J, Ft McClellan. 
Ala. 
— Capt Sherman B, Ft McClellan, 
a. 


CHAPLAINS CORPS— 
Maj Gen Ivan Bennett, C of C 


Lovin, Lt Col Charles W, Atlanta, Ga, to 
3440th ASU, The Inf Cen, Ft Benning, Ga. 
Berg, Capt Milton E, Ft Dix, NJ, to 5025th 
ASU US DspIn Bks, Ft Leavenworth, Kans. 
Warner, Capt Marshall E, Cp Stoneman, 
Calif, to 37th Inf Div, Cp Polk, La. 
Goss, Capt Charles A, Cp Stoneman, Calif, 
to 31st Inf Div, Cp Atterbury, Ind. 
To USAFFE 


From station indicated: 
Hernandez, Ist Lt Antonio L, Ft Ord, Calif 
Hummel, Ist Lt John D, Ft Bliss, Tex. 
Hargrave, Ist Lt Charlie W, Ft Bliss, Tex. 
Willhelm, Ist Lt Richard R, Ft Hood, Tex. 
Elias, Capt Woodrow L, Ft MacArthur, Calif. 
Cain, Capt Elmer J, Madigan AH, Tacoma, 
Wash. 
McCracken, Maj Walter M, Ft Leonard 
Wood, Mo. 
Molton, Ist Lt Warren L, Cp Gordon, Ga. 
MeNair, Maj Elisha B, March AFB, Calif. 
Moll, Lt Col Boniface E, Ft Sam Houston, 
Tex. 
Reynolds, 1st Lt Vincent T, Cp Polk, La. 
Vavrin, Ist Lt Frank O, Ft Campbell, Ky. 
Pelletier, Capt Edgar A, Cp Chaffee, Ark. 
Ellis, Maj Cassius M C, Lewiston, NY. 
Durden, Maj Lewis M, Ft Lewis, Wash. 
Early, Ist Lt Thomas F, Cp Polk, La. 


TRANSPORTATION CORPS— 
Brig Gen Paul F Yount, Acting C of T 








Abercrombie, Lt Col John C, Ft Eustis, Va, 
to 1st Log Comd, Ft Bragg, NC. 

Sjovall, Capt Stanley G, Brooklyn, NY, to 
Savannah, Ga. 

Carter, Capt William P, New Orleans, La, 
to Stu Det Army Lang Sch, Presidio of 
San Francisco, Calif. 

Chapman, Capt Ernest J, Theodore, Ala, to 
New Orleans, La. 

Brown, Capt Wilbur A, Ft Sil, Okla, 
3461st ASU, Cp Rucker, Ala. 

Webb, Capt Loyd E, Ft Mason, Cal, to US- 
ARAL. 

Weatherford, Ist Lt George E, Beaumont, 
Tex, to New Orleans POE, La. 

Molohon, 2d Lt Patrick J, Ft Mason, Calif, to 
Travis AFB, Fairfield, Calif. 

Louderback, 24 Lt Herbert D, jr, Ft Hola- 
bird, Md, to Trans Tng Cmd., Ft Esutis, Va. 

Frayne, 2d Lt John P, Ft Eustis, Va, to 756th 
Trans Railway Shop Bn, Ft Meade, Md. 


To USAFFE 


From station indicated: 
Reoch, 2d Lt William A, Cp Rucker, Ala. 
Smith, Capt Kenneth J, Ft Hood, Tex. 
Bradley, Capt William E, Pine Bluff Arsenal, 
Ark. 
Reinhart, 2d Lt William J, jr, Ft Sill, Okla. 
Culton, 2d Lt William H, Ft Sill, Okla. 
Fuhriman, Ist Lt Cyril B, Ft Sill, Okla. 


(Please turn to Next Page) 
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Army Orders 
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Wood, 1st Lt Gordon F, Ft Sill, Okla. 
Miller, Ist Lt Thomas O, Ft Sill, Okla. 
Melvin, Capt Houston L, Ft Bragg, NC. 
Birk, 2d Lt Richard T, Ft Bragg, NC. 
Harkins, 2d Lt Michael F, Ft Bragg, NC. 
Buker, Lt Col David A, Seattle, Wash. 
Ciccarelli, 2d Lt Cipriano, jr, Ft Eustis, Va. 
Ace. 2d Lt Norris R, Ft Eustis, Va. 
Asbury, Capt John H, Ft Eustis, Va. 
Erickson, Lt Col Einar A, St Louls, Mo. 
Johnson, Maj Reginald V, Ft McPherson, Ga. 
Davis, 24 Lt Charles F, Brooklyn, NY. 
Donahue, 24 Lt Hugh P, Brooklyn, NY. 
Donahue, Maj Joseph R, Toledo, Ohio. 
Thomas, Capt Chester B, Ft Eustis, Va 
Crooks, Ist Lt Frank E, Ft Bragg. NC. 
Lang, Capt James O, Ft Mason, Calif. 
Lowery, 2d Lt Eddie J, Brooklyn, NY. 
Milburn, 2d Lt Lloyd E, Brooklyn, NY. 
Horton, 2d Lt Alden E, jr, Brooklyn, NY. 
Law, Ist Lt John T, Ft Bragg, NC. 
Handmacher, 24 Lt Burton E, Brooklyn, NY. 
Copp, 24d Lt Edward L, Brooklyn, NY. 
Ricker, 2d Lt Morrison S, Brooklyn, NY. 
Tyner, 2d Lt Robert O, Brooklyn, NY. 
Warlick, 24 Lt Hulon O, Brooklyn, NY. 


To USAREUR 

From station indicated: 
Barfield, Capt Hester E, jr, New Orleans, La. 
Nader, Capt Robert L, Ft Benning, Ga. 
Siddall, Capt William S, Ft McPherson, Ga. 
Smith, Capt Oliver C, Norfolk, Va. 
Jones, Capt Willie A, Ft Meade, Md. 
Tennant, Lt Col Richard S, Norfolk, Va. 
Biack, Capt Rudy, Ft Ord, Calif. 
Colbert, Capt Jack B, Ft Mason, Cal. 
Johnson, Capt Imel, Cp Detrick, Md. 
Eismen, Capt Samuel N, Marietta, Pa. 

From Ft Eustis, Va: 
Wisenbaker, Capt William C 
Bowman, Capt Samuel A 
Duncan, Capt Harold F 
Harris, Capt Price P 
Ingram, Capt Timothy A 
‘Wallace, Ist Lt William M 
Schroeter, Capt Herbert F 
Stephens, Capt Lloyd E 
Gant, Ist Lt William T 


MILITARY POLICE CORPS— 
Maj Gen William H Maglin, PMG 

Reese, Col Franklin W, Cp Stoneman, Calif, 
to 8805th TSU Enemy Prisoner of War Inf 
Bureau, Ft Holabird, Md. 

Alworth, Lt Col Frederick C, jr, Ft Hamil- 
ton, NY, to 880ist-2 TSU PMG Sch, Cp 
Gordon, Ga. 


SVOMEN’S ARMY CORPS— 
Col Irene O Galloway, Director 

Servine, Capt Margaret, Newark, NJ, to 
5025th ASU, Hq Co Sta Complement CGS/C 
Ft Leavenworth, Kans. 

Redmon, Ist Lt Norma J, Syracuse, NY, to 
9206th TSU. Det San Francisco POE, Ft 
Mason, Calif. 


CHIEF WARRANT OFFICERS— 

Stanley, Henry C, Wash, DC, to Stu Det 
Army Lang Sch, Presidio of Monterey, 
Calif. 

Newberry, Y T. Ft Sill, Okla, to Stu Det 
the Sig Sch, Ft Monmouth, NJ. 

King, Hubert H, Ft Leonard Wood, Mo, to 
Fifth AF, Japan. 

Flecher, John, Brooklyn, NY, to Stu 
the Sig Sch, Ft Monmouth, NJ. 

Callahan, John D, Cp Stoneman, Cal, to 847th 
FA Gp, Cp Carson, Colo. 


Det 


Benevelli, Alexander A, Ft Belvoir, Va, to 
Fifth AF, Japan. 
DeMoss, Edward L, Ft Knox, Ky. to Stu 


Det the Sig Sch, Ft Monmouth, NJ. 
Triden, Jack E, Ft Benning, Ga, to USARAL. 
Osteyee, William W, Ft Sill, Okla, to 67th 

Sig Det, Ft Bliss, Tex 
Sterling, Margaret H, Ft McPherson. Ga, to 

6004th ASU Det 1, Sta Complement. Ft Mac- 

Arthur, Calif. 

To USAFFE 

From station indicated: 

Mitchell, Thomas J, White Sands Pr Gr, Las 

Cruces, NMex. 

Platner, Paul G, Ft Hood, Tex. 
Doster, Jim B, Ft Bragg, NC. 
Charlesworth, John R, Ft Bragg, NC. 
Smith, Floyd V, Ft Bragg, NC. 
Brennan, Daniel J, Ft Sam Houston, Tex. 
Sampson, David C, Ft Belvoir, Va. 
Lavender, George B,. Cp Polk, La. 
Frazter. James E, Ft Sill, Okla. 

To USAREUR 

From station indicated: 

Gray, Charles T, Ft Campbell, Ky. 
North. Willard L, Aberdeen Pr Gr, Md. 
Stilson, Guy D, Cp Atterbury, Ind. 
Siemons, Phillip J, Chicago, Il. 
Bessen, Ernest A, Indiantown Gap, Pa. 
Price, Ralph H, Ft Myer, Va. 


WARRANT OFFICERS (JG)— 

Starnes, Doctor G, Ft Hood, Tex, to Stu Det 
the Sig Sch, Ft Monmouth, NJ. 

Ellis, Arthur V, Cp Gordon, Ga. to Stu Det 
The Sig Sch, Ft Monmouth, NJ. 





Webster, Charles J, Ft Knox, Ky, to Stu Det | 


The Sig Sch, Ft Monmouth, NJ. 
McConnell, Richard W, Cp Gordon, Ga, to 
Stu Det The Sig Sch, Ft Monmouth, NJ. 
Williams, Edward L, Richmond, Va, to 2154th 

ASU, Ft Lee, Va. 
Bumpas, Charles E. Wadsworth, NY, to 406th 
Engr Brig, Ft Bragg. NC. 
Zahorian, Elmer, Ft Riley, Kans, to John 
Carroll Univ, Cleveland, Ohio. 
Chappelear, John R, Cp Stoneman, Cal, to 
11th Abn Div, Ft Campbell, Ky. 
To USAFFE 


From station indicated: 
Thomas, Capt George E, Ft McPherson, Ga. 
Clark, WOJG Robert W, Charleston, W Va. 
Buckler, WOJG Joe T, Ft Devens, Mass. 
Gallagher. WOJG Joseph P, Ft Ord, Calif. 
Fagan, WOJG Quentine E, Ft Monroe. Va. 
Anderson, WOJG Harley, New Cumberland, 

Pa 


Brantley. WOJG James W, Cp Polk, La. 
Nelson, WOJG Fdward G. Ft Bragg, NC. 
Godlewski. WOJG Leo A, Cp Stoneman, Calif. 
Blech, WOJG Arthur E. Cp Carson, Colo. 
Brown, WOJG Richard W, Ft Leonard Wood, 


Mo. 
Jensen, WOJG Wayne C. Ft Leonard Wood, 
Mo. 
MePherson, WOJG Donald W, Ft Eustis, Va. 
Krull, WOJG George W,. Cp Chaffee, Ark. 
Terry, WO0JG Duane Johnson, Seattle, Wash. 
Laws. WOJG John C. Wash, DC. 
Goggins. WOJG John J, Ft Dix, NJ. 
Madiol, WOJG Arnold J, Ft Wadsworth. NY. 
Oscarson, WOJG Harold O. Ft Hood, Tex. 
Lofland, WOJG Edward O, Ft MacArthur, 
Calif. 
Sepulski, William T, Ft Hayes, Ohio. 
To USAREUR 
From station indicated: 
Gilliland, David R, Ft Leonard Wood, Mo. 
Forsyth, Harold M, Ft Riley, Kans. 
McCommas. Donald R, Ft Belvoir, Va. 
Bergman, Robert L. Ft Leonard Wood, Mo. 
Winburn, Don C, Ft Hood, Tex. 
Goodman, Ernest L, jr, Ft Leonard Wood, 
Mo. 
Dubois. John B, Ft Knox, Ky. 


RETIRED— 


Crum, Maj Magdalen I, rel fr Ft Monmouth, 
NJ. 

MeNeil. Capt Robert B, AGC, pd (10%) rel 
fr Ft Benning, Ga. 

Graham, Ist Lt Douglass R, Inf. pd (70%), 
rel fr Madigan AH, Tacoma, Wash. 


OFFICERS TEMP DISABILITY LIST— 


Rosemond. Ist Lt James, Inf. 
Park, Ist Lt John W, CE. 


RESIGNED— 

Dennis, Capt Joseph W, MC. 
Irwin, Capt Ruth E, ANC. 

Clarke, Cant Thomas P, III, MC 
Burckart, Capt John C, Artv. 
Kasper, Capt Richard L, MC. 
Bell, Ist Lt Charles E, jr. SigC. 
Haesemever, Ist Lt Frederick J. Inf 
Dotv, Ist Lt Mark H, jr. Artv. 
Railey, Ist Lt Lewis G, ir. CE. 
Penn, Ist Lt Thomas C, SigC. 
Jones, Capt Wesley D, Ordc. 
Reilly, Capt James A, jr, MC. 
McDonald, Capt John V, Arty 
Carpenter, Lt Col Earl M, QMC. 
Hancock, Maj William R, MC. 
Atkinson, Maj Marshall B. MC. 
Bingha, Ist Lt Harry S, CE. 
Glickel, Ist Lt Joseph, Inf. 


PROMOTED IN RA— 
To Major 

Tavlor. John F, JAGC 
Fails, Eula R, ANC 

To Ist Lieutenant 
Ward. Bynum P, Inf Fyock, J A, Arty 
Sneeden, E M, Inf Hudnall, V R, Arty 
Charlies, C H, CE Sievers, W E, MSC 
Bolger, R E, MSC 


TEMPORARY PROMOTIONS— 
To Captain 


Ferguson, J W, OrdC Jorgensen, J J, jr. 
Adkins, A E, Inf Arty 
Benedict, W G, Inf Kendrick, R C, Inf 
Foshee, J N, Inf Madigan, W P, QMC 
French, D L, Inf Snipan, George, Inf 
Jones, H T, Arty Starkey, P L, jr, Inf 
To ist Lieutenant 
Bartholomew, T F, Slocum, H A, SigC 
Walter, E H, AS 
Wright, W J, jr, Arm 
Greene, A S, Arty 
Kamp, S, SigC 


AS 
Blackwood, W H, Inf 
Fulton, R A, Arty 
Peterson, E W, jr, 


OrdC 
Santilli, J F, jr, Inf 
To CWO 
O'Sullivan, James V 


APPOINTED IN RA— 
2d Lieutenant 
Gubics, Ellen F 





WwosG 
Newton, Arthur F | 
DISCHARGED— | 
Buhler, Capt D 8, Belt, Capt J H, CH 
Armor Hunter, Capt C V, TC 
Scheinfeldt, Ist Lt 
Jean, ANC 


SEPARATIONS— 
Myers, ist Lt J E, Bexley, 2d Lt SC, jr, 
JAGC Arty 


Collins, Ist Lt D Y, Brown, Ist Lt C W, 
JAGC DC 

Abernathy, Lt Col F 
R, SigC 

Berry, 2d Lt V R, 
Arty 


Watson, Maj H J, 
AGC 
Wold, Capt DS, ANC 


DESIGNATED ARMY AVIATORS— 


Senior Army Aviators: 
Mettlen, Maj L R, Hurst, Capt R H, Inf 
Arty 


CHANGE OF NAME— 

Cerchiara, 1st Lt Annabelle Joan, ANC, USAR 
to Annabelle Joan Reggio. 

Clark, Ist Lt Cathryn F, ANC, Ret to Cath- 
ryn Clark Herring. 

Duffy, Maj. Winifred Catherine, WMSC, 
USAR to Winifred Catherine Cranley. 

Farrell, ist Lt Juel Frances, ANC, USAR to 
Juel Frances DeLasho. 

Frommelt, 24 Lt Joan Mary, NC, USAR to 
Joan Frommelt Pierce. 

Herring, Ist Lt Edith Jean, WMSC, RA to 
Edith Jean Glazener. 

Hutchinson, Maj Margaret L, ANC, USAR to 
Margaret L Christian. 

Kunkel, Capt Orva Ruth, ANC, RA to Orva R 
Deloe, jr. 

LaValley, 24 Lt Emanuel, 
Emanuel Martin LaValley. 

Linkous, Ist Lt Betty Gene, WAC, USAR to 
Betty Linkous Morris. 

Lyons, Capt Manette C, ANC, Ret to Manette 
Lyons Mayer. 

Moorefield, CWO Margaret L, WAC, USAR 
to Margaret A Lockwood. 

Postlewait, Capt Nona Juanita, ANC, USAR 
to Nona Juanita Fisher. 

Rau, Ist Lt Virginia Olive, WMSC, USAR 
to Virginia Rau Knittle. 

Turner, Ist Lt Catherine A, ANC, USAR to 
Catherine A Michaels. 

Velotta, 2d Lt Betty Rose, ANC, USAR to 
Betty Rose Cline. 

Whitley, 2d Lt Carol A, ANC, USAR to Carol 
A Cocke. 

Zukowski, Capt Blanche Edwarda, ANC, RA 
to Blanche Z Lewis. 


Inf, NGUS to 


ADVANCED ON THE RETIRED LIST— 
To Capt 
Kowar, M/Set Frank 
Thomas, M/Sgt Eldon G 
Rimes, M/Sgt William G 
To WOJG 
Lewis. M/Sget John 
To Corporal 
Berry. Pfe Sylvester 


ENLISTED MEN RETIRED— 


Williams, M/Sgt WS Sureda-Cuevas, Pvt J 
Giannini, Sfe Richard Thomas, Pvt L J 
Gorelick, Sfe John DeCarlo, M/Sgt M 
Wyatt, Sfe Wayman Gosnell, M/Sgt B J 
York, Sfe Henry G Smith, M/Sgt S D 
Ferguson, Pvt J A Hannay, M/Set F 
Tieke, Pvt H G Gentry, M/Sgt Ray 
Kelley, Sfe N M Durdan, Sfe J A 
Robinson, Sfe G H Foehrkolb, Sfe E J 
Heintz, Sgt L R Tiger, Sfe OL 
McDade, Sgt W D Wiggins, Sfe C E 
Conelias, Cpl P P Wigsten, Sfe J F 
Eshima, Cpl J H Dent, M/Sgt H E 
Gertz, Pfe J B Booker, Cpl M L 
Morris, Pvt J H Goodman, Cpi E G 
Otero. Pvt M A Barone, Pfe L P 
Gonzalez, Pvt Juan Legardy, Pfe Charles 
Davanzo, M/Sgt Mike Osorio-Melendez, Pfe 


Weaver. M/Set W L Juan 
Jones, Pfc H L Ramon-Santiago, Pfc 
Evans, Pvt S, jr Ramon 


Hughes, Pvt J J 
Miliam, Pvt O W 
Snell, Pvt G W 
Skinner, Sgt L R 
Cheney, Pfe Fred 
Smith, Pvt D H 
Whaley, Pfe R P 
Carlton, Pvt B J 
Flippo, Pvt C W 
Roberge, Pvt GA 
Pridemore, M/Sgt 
Ray E 
Vicars, M/Sgt D W 
DeFazio, Sfe Felix 
Entsler, Sfe R N 
Dominguez, Cpl B 
McClure, Pvt H T 
Lewis, Sgt W C 
Baumlin, Pvt Richard 
Thomas, M/Sgt E G 
Thomas, Cpl J J 
Bradley, Pvt J J 
Brandt, Sgt H H 
Richiusa, Sgt J J 


Jones, Pvt Archie 
Robertson, Pfe J M 
Wishnefsky, Pvt S B 
Mosely, M/Sgt H T 
Holcombe, Sfe W P 
Kimberl, Sfe J A 
Roberts, Sfe N D 
Green, M/Set O B 
Hughes, M/Sgt D L 
Camp, Pfe D W 
Clark, Pfc J W 
Bloom, Pvt R E 
Cronin, Pvt RH 
Marek, Pvt V A 
Singleton. Pvt J R 
Hill, M/Sgt Warren 
Robertson, Sgt A D 
Friel, Sfe K A 
Cleary, Pfe H P 
Dillingham, Pfc H 
Feliciano. Pfe Ruben 
Konkel, Pfe J E 
Salomon. Pfe T C 
Kranz, Pvt G W 
Plaster, Pvt E R, jr 


EM ON TEMP DISABILITY RET LIST— 


Isler, Pvt Herbert Ortiz-Pacheco, Pfe 
Jackson, Pvt Hermon Hector A 
Jefferson, Pvt Q H Urquhart, Sgt R W 
Pennington, Pvt B Drew, Cpl G C 
Rodriguez, Pvt PH Johnson, Cpl D R 
Williams, Pvt R Nevaril, Cpl F J 
Yow, Pvt H W Buening, Pfe L B 
Riddle, Pvt Roosevelt Dunlop, Pfe Allen 
Fletcher, Cpl Daniel Lajimodiere, Pfe H 
Dunn, Pfe J R Lewis, Sgt Frank 
Whittaker, Pvt R M Bascelli, Cpl A 





Harper, Pfe Bill R 
Barwig, Pvt Alois 
Livingston, Pvt G } 
Monk, Pvt Raymond 
Skramstad, Pvt D 1 
Tatro, Pvt A J 
Cole, Pvt W M 
Dyer, Pvt Delmar J 
Johnson, Pvt Walter 
Harrington, Pvt E 1 
Dempsev, M/Sgt E 
Potts, Cpl W w 
Destefano, Pvt § 
Bricker, Sgt W P 
Wynalda, Pvt CL 


Dever. Cpl P M 
Guidroz. Sgt F L 
Eberhard, Pfe J R 
Wilson, Pvt J J 
Dolan, Pfe William 
Gerkin, Pfe W P 
Mahoney, Pfe Mike 
Rhymer, Pfe W E 
Mayo, Pvt RM 
Sandoval, Pvt R P 
Borts, Sgt H L 
Jones, Sgt Ernest 
Stoeckle, Sgt J J 
Gabrielson, Cpl W C, 
r 


EM REMOVED FROM TEMP DISABILItTy 
RET LIST— 
Lickliter, Pfe R L 
Lewter, Pfe W H 
Velardi, Pfe A 
Winand, Sgt RC 
Longoria, Pvt L C 
Ahart, Pfe W L 


Button, Sgt RE 
Whitman, Pvt Leo 
May, Cpl J H 
Walden, Sgt Billie, 
and discharged 
Cheeks, Pvt W 


Robot Will Not Replace 
Pilot, Says Air Univ. CG 


Despite the great achievements made 
in the development of rockets, missiles 
and pilotless aircraft, the robot will never 
replace the human pilot. 

This opinion was voiced 17 Dec. by Lt 
Gen. Laurence S. Kuter, USAF, com. 
mander of Air University, Maxwell AFB 
Ala., at a San Antonio, Tex. Chamber of 
Commerce dinner marking the 50th Ap- 
niversary of powered flight. 

“The robot, with all its push buttons 
and flashing lights, is no satisfactory 
substitute for the well-trained, hard 
working air crews and maintenance men,” 
he said. “Mechanical brains may mini- 
mize the possibility of human error, but 
they cannot cope with emergencies or 
changes in flight plans. Human brains 
still must monitor this complicated 
equipment. And the more complicated 
equipment, the more it must be moni- 
tored.” 

General Kuter said that science is hard 
at work developing materials with better 
properties at high temperatures. Ma 
terials now in use, he asserted, “simply 
cannot stand the terrific heat of air fric- 
tion at high speeds. Even under lower 
supersonic speeds, they tend to stretch 
under a constant load.” 

However, more so than materials, man 
must have protection against supersonic 
conditions, he stated. “Man, as well as 
materials, suffers from violent contact 
with speed and space,” he said. “I recall 
the old dusters and goggles of our first 
automobile pilots. We must have protec 
tion like that to a much higher degree 
in modern flying.” 

General Kuter declared that the only 
truly effective counter to any threat of 
attack is to prevent war itself. To ac 
complish this, he added, the United States 
must maintain a retaliatory capability 
strong enough to convince an enemy be 
yond any question of doubt that war with 
the United States would invoke devastat- 
ing retaliation on their own homeland. 








Sec’y.’s Safety Appeal 

Army Secretary Robert T. Stevens has 
called upon all Army personnel to help 
make this the safest Christmas season 
in history. He said: 

“Soon many thousands of you, military 
and civilian personnel and your depent- 
ents, will be leaving your stations to 
spend the Christmas season with your 
families and friends. 

“The Christmas-New Year period is 
unfortunately, a period when the inc 
dence of injuries, death and property d& 
struction mounts rapidly. In past years 
this has been the annual peak period of 
accidental injuries and death to military 
personnel. : 

“I therefore ask that each of you ane 
your families do your utmost to make 
this the safest Christmas in history—t 
join with the millions of our countryme? 
in averting tragedy and loss of life dur 
ing this holiday period. 

“If you are driving, plan to travel 4! 
reasonable speeds. Leave your homes 1? 
time to return to duty at a reasonable 
speed—don’t wait until the last possible 
minute and then try to make up for lost 
time. I am sure that your families ¥” 
understand and will cooperate to get you 
back to your place of duty safe ane 
sound.” 





You'll get special attention from Journsl 
advertisers—they cater te Service personnel. 
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~~ AIR FORCE 


Secretary—Harold E. Talbott 
under Secretary—James H. Douglas, Jr. 
Asst. Secretary—H. Lee White 
Asst. Secretury—Roger Lewis 
chief of Staff—General Nathan F. Twining 





Maj General 
Kissner, August W, dy sta Madrid, Spain, is 
sg as Chief Jt US Mil Gp, Spain. 
Colonel 
Guy H, Kirtland AFB, NMex, to 
7470th Spt Sq, FPO 525, c/o PM 
for dy w/Hq ATAF, Imir, 


Rockey, 
os “ 
New York, 
Turkey. 

Lt Colonel 

Marks, Richard E, Wright-Patterson AFB, 
Ohio, to 575th Air Defense Gp, ADC, 
Selfridge AFB, Mich. 

Richardson, Harold V, Wash, DC, to 6403d 
PerP Sq, APO 959, c/o PM, San Francisco. 

Andres, Joseph E, Wash, DC, to FEAF (Proj- 
ect 7016). 

Parker, Clarence S, Wash, DC, to 332d Ftr 
Intep SQ, ADC, New Castle County Aprt, 
Wilmington, Del. 

Keefe, Lt Col Thomas W, jr, Wash, DC, to 
Hq CAirC, APO 825, c/o PM, New Orleans, 
La. 

Sanford, Douglas F, Wash, DC, to 76th Air 
Rsq Sq, MATS, APO 953, c/o PM, San 
Francisco. 

Kemper, Othmar A J, Wash, DC, to Hq 98th 
AB Gp, SAC, Lincoln AFB, Nebr. 

Major 

Burns, Robert J, Wright-Patterson AFB, 
Ohio, to Hq Western Air Defense Force, 
Hamilton AFB, Calif. 

Peters, August J, Eglin AFB, Fla, to Hq 
Comd USAF, Bolling AFB, DC. 

King, Herman E, Eglin AFB, Fla, to Hq 
CAP USAF, Bolling AFB, DC. 

Miller, Louie, jr, Wash, DC, to 1133d USAF 
S/A Sq Hq Comd, USAF, Ft Myer, Va. 

Neely, Harold B, Limestone, Maine, to Hq 
AC & SS, AU, Maxwell AFB, Ala. 

Captain 

Waters, Donald A, Wash, DC, to 1602-6 Air 
Trans Det, MATS, APO 58, c/o PM, New 
York, 

Rast, Theodore W, Eglin AFB, Fla, to 5th 
AF, FEAF. 

Woodham, James L, Wash, DC, to 3810th 
USAF Hosp, AU, Maxwell AFB, Ala. 

Tischoff, Tom B, Wash, DC, to 2d Photo 
Sq, MATS, APO 328, c/o PM, San Francisco. 

Barnhill, Loy J, Eglin AFB, Fla, to JADF 
(FEAF). 

Wolfe, Donald C, Eglin AFB, Fla, to 5th AF, 
FEAF. 

Pratt, George W, Eglin AFB, Fla, to 6403d 
PerP Sq, APO 959 (FEAF). 

Lyons, Eugene L, Eglin AFB, Fla, to Hq 
USAF Fit Test Center, Edwards AFB, 
Calif. 

Young, Elizabeth, Brookley AFB, Ala, to 3d 
AF, USAFE. 

Akin, Capt John C, Brookley AFB, Ala, to 
26th ADIV, Roslyn, NY. 

Ist Lieutenant 

Plack, Richard P, Eglin AFB, Fla, to Hq 
AAC, Elmendorf AFB, Alaska. 

Whitford, Lawrence W, jr, Ent AFB, Colo, 
to 501st Air Def Gp, O’Hare International 
Aprt, Il. 

To 5th AF, FEAF 

From station inidicated: 

Cobb, George A, Eglin AFB, Fila. 

Irvine, William E, Eglin AFB, Fla. 

Greene, John A. Robins AFB, Ga. 

2d Lieutenant 


Lull, Warren W, Wright-Patterson AFB, 

Tex, to Gary AFB, Tex. 

Frem Ent AFB, Colo 
To 50Ist Air Def Gp, O’Hare International 
Aprt, lll 

Carothers, Clark A Lenski, Albert J 
Casas, Alfonso J Neher, James A 

To 568th Air Def Gp, McGurie AFB, NJ 
Dixon, John L Scott, Donald B 
King, Rudolph BE Sena, David A 
Moore Brien G 
To 63d Ftr-Intep Sq, Wurtsmith AFB, Mich 
Killian, Jerry B Vidulich, Jerome S 
Lewis, Edgar V 
To 86th Ftr-Intep Sq, Youngstown Muni 

Aprt, Ohio 

Bahler, Charles R McNay, David E 
Bracher, Arch V 
To 47th Ftr-Intep Sq, Niagara Falls Muni 
Aprt, NY 
Gardner, Jerry D Turnbaugh, Robert E 
Jutras, Roger A 
me Chief Warrant Officers 
—— Ralph D, Eglin AFB, Fla, 313th Air 
Pn gg 959, c/o PM, San Francisco. 
cians, James A, Eglin AFB, Fila, t 

AF, FEAF, : ee 

Warrant Officer (jg) 


-lair, James C, Bglin A é 
USAFE. Bg FB, Fla, to 12th AF, 


Phipps, Aubrey L, Eglin AFB, Fla, to USAFE. 


RETIRED 


Love, Capt Friend O, jr, Rel fr H 
ve, C , jr, q 808th AB 
Gp, SAC, Bergstrom AFB, Tex. 





Wayt, CWO Frank A, Rel fr 3700th USAF 
Hosp, ATRC, Lackland AFB, Tex. 


| OFFICERS ON TEMP DISABILITY RET 
| 


LIST 
Haydis, Maj C, sr Gordon, ist Lt Milton 


Diehl, Capt F H 


RESIGNED 


Schaeffer, Lt Col J N Janssen, Maj GA 
Lee, Maj Howard M Alvary, Lt Col George 
Olenick, Capt B Y Tingen, Maj Ray H 
Crawford, 1st Lt AB Krivit, Capt William 
Kaplan, Ist Lt M L 


PERMANENT PROMOTIONS 
To Captain 
Bunn, Dewitt R, w/DR 7 Dec 53. 
Mueller, Roy L, DC w/DR 5 Dec 53. 
Dirlam, James H, w/DR 9 Dec 53. 
To ist Lieutenant 
Kincaid, William L, w/DR 6 Dec 53, 
Wade, Thomas D, w/DR 6 Dec 53. 
Clarke, Roderick W, w/DR 7 Dec 53. 
Bayer, Edwin R, w/DR 7 Dec 53. 
To Chief Warrant Officer 
Guth, Harold F, w/DR 8 Dec 53. 
Marshall, John W, w/DR 7 Dec 53. 


TEMPORARY PROMOTIONS 
To Lt Colonel 
Ellis, John E, jr 
To Major 

Fassman, Leroy J Philips, Verne D J 

To Ist Lieutenant 
Voss, William A 

DISCHARGED 
Kelley, Capt MA Hemphill, Capt B W 
Ball, Capt R E 


SEPARATIONS 


Adams, Capt A C, sr MacCabe, Maj J G 
Hardy, lst LtH L 
CHANGE OF NAME 
Hyde, Lt Col Thomas C, to Thomas C Hyde, 
sr. 
Strong, Lt Col Isaac B, to John I B Strong. 
Abell, Maj Pauline E, to Pauline E Hacker. 
Campbell, 1st Lt Patricia M, to Patricia C 
King. 
Fizer, 1st Lt Beulah L, to Beulah L Black. 
Milingo, 1st Lt Janus G, to Janus G Stinson. 
Ryder, 1st Lt Mary L, to Mary L R Sands. 
Allison, 2d Lt Mary L, to Mary A Short. 
Atkinson, 2d Lt Mary V, to Mary A Hogberg. 
Darmody, 2d Lt John J, jr, to John J 
Darmody. 
O'Neill, 24 Lt Barbara J, to Barbara J Burns. 
Sessler, 24 Lt Mary A, to Mary A Dobyns. 
Wheatley, 2d Lt Grace J, to Grace W 
Gerraughty. 
Williamson, 2d Lt Sarah V, to Sarah W 
Golebiewski. 


RETIRED AIRMEN RECALLED TO AD 
Leder, M/Sgt EE Roan, M/Sgt Rex G 


AIRMEN RETIRED 

Celasch, A/3C Carl E Martin, M/Sgt GR 
Daugherty, A/3C AJ Mercer, M/Sgt John 
Bolls, M/Sgt Fred O- Reel, M/Sgt LM 
Henderson, M/Sgt CG Starr, M/Sgt Fred T 
Jackson, M/Sgt CL Trowbridge, M/Sgt 
Simmons, M/Sgt RH Ray M 
Overby, A/3C W B Brawley, M/Sgt A E 
Whitbeck, A/3C GA Derbonne, M/Sgt Roy 
Heath, S/Sgt W F Talley, M/Sgt W P 
Smith, A/2C Rema L McCune, T/Sgt DS 
Ferrara, M/Sgt VS Webber, T/Sgt C T 
Hutson, M/Sgt P L White, S/Sgt M R 
Lynes, M/Sgt J J Dowty, S/Sgt B P 
Yeager, M/Sgt TE McLain, A/B W C 
Morris, S/Sgt GH Yeahquo, A/1C M P 
Gress, M/Sgt CR Moore, A/3C G L 
Knowles, M/Sgt J E 

AIRMEN ON TEMP DISAB RET LIST 
Hamm, A/3C CL Davis, S/Sgt T E 
Sheldon, A/1C E W Williams, S/Sgt F G 
Rabbitt, S/Sgt GH Duncan, A/3C J D 
Duncan, A/2C H W Weems, T/Sgt J R 
Keever, A/2C Paul R Switz, A/3C EJ 
Lenhart, A/2C John F Jordan, A/BSA 
Roca, A/3C Joseph J. Tulloh, A/B Ray R 


AIRMEN REMOVED FROM TEMP DISAB 
RET LIST 
Denovan, A/2C Edwin, and disch. 
Hardin, M/Sgt Vester C, and disch. 
Rieken, A/1C Marvin E, and disch. 
McRuiz, A/2C Henry, and disch. 
Durazo, A/3C Arnoldo M, and disch. 
Vaughn, S/Sgt Robert R, and disch. 
Asher, A/3C Billie J, and disch. 
Norton, M/Sgt Lawrence L, and disch. 
Player, A/1C Harold E, and disch. 
DiPirro, A/2C Michael A, and disch. 


New CofS for MRTC 

Lt. Col. Douglas Lindsey, MC, has been 
appointed Chief of Staff of the Medical 
Replacement Training Center, Camp 
Pickett, Va., it is announced by Brig. 
Gen. L. Holmes Ginn, CG. 

Colonel Lindsey had been Deputy 
Chief of Staff at the MRTC. He returned 





to the U. S. last September after serving | 


with the Eighth Army in Korea for 18 
months and was assigned to Camp Pickett 
in October. 
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| AF Releases Permanent Promotions to Lt. 


Col. And Major; 14 Are Passed-Over 


HE Air Force this week released the names of 302 permanent majors promoted 
to lieutenant colonel in the Regular Air Force and 403 captains promoted to 


permanent major. 


There were eight pass-overs to lieutenant colonel and six to major. 

The promotions are announced in Special Orders No. 240, dated 10 Dec. The ad- 
vancements are effective as of that date. 

Officers whose names are preceded by an asterisk are promoted subject to the 
physical examination required by law. A ¢ in front of an officer’s name indicates that 
he is temporarily promoted to lieutenant colonel or major with date of rank from 


10 Dec. 1953. 


Names of those promoted follow: 


MAJ TO LT COL 
Air Force 


+*McCluskey, Jack L fHamill, 


*Pocock, W S, jr 
*Fisher, Henry B 
+*Carey, Eugene C 
+Monfort, Harry N 
7*Ray, Hugh J 
Batty, Paul S 
Mandel, Samuel 


¢*Shelton, Calvert P 


+*Newkirk, R F 
Nelson, James E 
Strange, Luther G 
*Bryan, Loren A 
+Stompler, Russell 
Vaughan, Francis L 
Berry, Secrest L 
Freeman, Forbes $ 
Bowen, Robert L 
Frantz, J T, jr 
*Price, James A 
*Rauen, Robert L 
Giegel, John S 
*Royal, Benjamin E 
Hancock, John A 
Stattler, C J, jr 
*Wolf, Harold C 
Myers, Robert M 
*Emery, Daniel B 
+Kelley, Charles W 
t*Ritter, Robert J 
Cooke, Gilbert C 
Etter, Richard W 
*Mathews, Francis J 
t*Schwandt, H A 
*Darnell, George W 
+Gentry, Allison P 
tGowdey, Hodges C 
Goldenberg, Carl T 
*Dawson, Van B 
*Yates, Joel H 
Fuller, George A 
*Bankert, Ward E 
tBolen, William F 
Shipe, Frederick W 
Abdalah, Ernest G 
Williams, Donald G 
Bates, Frederick R 
*Gray, R R, jr 
Walters, Joseph C 
¢Freeman, Lloyd A 
Johnson, Donald W 
Dunn, Hardie M, jr 
t*Aebischer, J E 
Haun, James R 
Gordon, Michael J 
Spees, Everett K 
Smith, Leland P 
Frankel, A G, jr 
Nall, Harrold E 
t*Howell, Edwin S 
*Richman, Charles P 
Burgner, Newton M 
*Forwood, William G 
*Budway, George 
*Swanson, Arthur 
*Hensch, Edward K 
*Updike, Perry C 
Guerin, Bernard P 
+Comer, Hubert W 
*Keesling, JC, jr 
¢George, Dominic J 
+*Parks, Gordon T 
+Wolshon, Robert S 
Joy, Wilbur R 
+Welch, Robert N 
*Magrath, J S, jr 
Singleton, Emmett F 
7*Rhode, John E 
t*Strieber, E M 
*Perry, Edward L, jr 
*Stephens, Elmer S 
*Hutto, Earl B 
Zeller, Winn F 
Stratton, Max M 
Dolezel, Edward J 
7*Watkins, Guy L 
7**Black, John O 
Ellis, John E, jr 
Hoglund, Glen A 
Butler, Charles D 
Marston, Glen F 
*Smith, David G 
TtHigginbotham, R 
Cassell, E M, jr 
Almy, Donald C 
White, Warren M 
*Reynolds, D H 
+Gunter, G C, jr 
*Carrithers, Judd M 
Wilson, Lewis B 
+Greer, R W, jr 
Koby, Francis R 


Estil L 
+McElroy, Edgar E 
Morrison, Cleo E 
+Beasley, Everett L 
Kage, Gordon D 
tAdams, Bill 
+Caulfield, Donald B 
*Kogan, Edward M 
t*Quin, Harold J 
Alyea, Louis F 
Brown, Robert W 
Truesdell, Eben T 
Cowan, William V 
McCaskill, B, jr 
*Halfman, Rollie J 
+*McCracken, D H 
*Payne, Roger B 
*Smith, Frank M 
tHilderbarand, G P 
*Beam, Howard E 
*Mattoon, Ernest R 
*Gray, George A 
Fantone, James E, jr 
*Vann, James O 
*Renshaw, Donald E 
*+Nelson, Carl G 
Irvine, David R 
*Ryan, Frank L 
+Bobela, Michael 
Blume, Irving 
+Smith, Lynn P 
+Duke, James L 
Toolin, Brendan E 
+*Myszewski, C F 
LeClaire, Wilfred B 
tLeyendecker, Max T 
Wallace, James H 
tEvers, Vincent A 
*Kingston, Jarvis R 
Johnson, G H, II 
tLevi, James C 
Bertoni, Louis 
*Hammer, W A 
Hurd, Richard P 
Walrod, Harold H 
*Lindhard, Povl V 
Lock, Raymond H 
Swanson, Clyde W 
7Merritt, Williard E 
7Stachura, Walter 
Durni, Fred K 
Mauldin, Osberne C 
Driggs, Chase 
+Weber, Robert H 
*Harris, Riley W 
Mahan, Fulton S D 
t*Rethke, William H 
tO’Bryan, Joseph E 
Beamer, Harry R 
*Smith, Clark J 
+Thornton, RA 
*Botsford, Charles G 
*Dameron, Claiborne 
*Ryker, Frederick A 
tAdams, Ralph W 
tArendt, Harry S 
Motyl, James D 
t*Thomas, George O 
*Bartlett, Edgar E 
*Kelley, George T 
*Breeden, LC, jr 
+Fulton, Gorden R 
*Riordan, Leonard D 
*Wagner, Edward J 
*Brown, Harvey C, jr 
t*Sawhill, Edgar R 
7*Moran, Frederick A 
7Bergin, Joseph A 
*Hughes, Robert C 
*Knouse, Lloyd B 
Hertzler, John G 
*Persky, Jacob 
*Mulholland, Howard 
7*Vestal, W D 
*Hoover, E D, jr 
*Patton, Joe R 
t*Nixon, Perry E 
*Peters, Bernard 
*Jarcho, Louis M 
*Wayshak, A E 
Micka, Louis J, jr 
*Cappucci, Joseph J 
tEichhorn, John D 
*Gallagher, John V 
7*Lash, Robert L 
*Carroll, James V 
7*Davies, William V 
*O’Brien, R R 
t*Suttle, Dale D 
Burgy, Eldred J 
+Hubbard, R M 
*McBee, Shannon C 





tWoolever, M E 
Grashoff, William H 
*Lulejian, Norair M 
tPeake, William K 
*Armstrong, R E 
t*Curtis, Jack H 
Nied, George J 
t*Dick, Robert M 
Van Buskirk, A B 
t*Carpenter, Neal H 
tCofield, Gene 
Wolcott, John P 
tFoster, Ross J 
Emmertz, Roger N 
*Brown Ted 
t*Graham, James E 
*O'Neil, R F 
Barker, Paul B 
Tebbs, Jim R 
Dubose, Robert L 
tKay, Charles W 
*Fox, John E 
t*Hiller, Martin W 
*Dawson, Harold C 
TD’ Acosta, Uriel P 
Langley, Samuel F 
tLuck, Ellis C 
Burns, Jackson R 
*Smith, Vincent E 
Martens, G W, II 
*Cavender, Joe J 


McGibeny, Arthur D 


Lewis, Dwight F 
*Carpenter, D C 
Gravin, Irving H 


Shewbart, William M 


tHunt, Edward H 


+Parkins, William H 


Griffin, Charles W 
t*Burns, Charles T 


t*Michael, Pierce B 
Coleman, H §, jr 
*Betz, Albert L 
7Gosling, K R 
*Smith, Don A 
Hastey, Raymond L 
tEckert, Jacob C 
*Thrash, Joe M, jr 
tMcDouall, B H 
Bauer, Christian § 
t*Kandel, Edward R 
t*Egerland, A V 
“Spooner, Julius L 
Hunter, William C 
tLund, Theodore K 
tCorrell, Victor C 
tDisana, Joe V 
*Rush, Donald W 
Nettles, Jesse E 
t*Dewey, Willis A 
McDonald, Claud W 
*Gill, John E 
*Bennett, Herbert H 
*Shealy, William T 
*Commons, E L, jr 
*Hill, Jesse G 
*Fallows, Albert D 
Sinex, Charles H, jr 
t*Ware, William 
tSteele, William 
*Wright, Lewis W 
Quinlan, Francis E 
Myers, Lawrence T 
tTrojanowski, M J 
*Rosno, Raymond J 
Hilley, William A 
tHunt, Robert F, jr 
Hansen, Robert P 
Moist, Robert E 


Medical 


Denslow, J C, jr 


*Holliday, John C 


Steinbock, Henry F Lawn, Raymond A 
Dental 


Burch, Richard J 
Williams, James P 


Eastman, John R 


Veterinary 


*Madison, Russell M 


Medical Service 


*Moore, James H 
*Doyle, James M 


*Shutt, W F, jr 
Runyon, Merlyn W 


Chaplain 


*Nolan, John F 
Taylor, Robert P 


*O’Connor, James C 


CAPT TO MAJ 
Air Force 


tWebb, John D, jr 
*Woods, Durward A 
+*Hayes, Harold C 
+*Silger, James E 


*Perry, William D, jr 


*Derck, Walter F 
+*Simonson, S A 
Fancher, Robert E 
*Teeter, James H 
*Roelofs, Milton 
Brundage, Robert S 
*Ervin, Davis F, jr 
Smith, Edward D 
*Netherland, J O 
*Williams, Roger A 
*Paul, William E 
*McElroy, Carroll B 
*Foley, James E 
*Fife, William P 
*Powers, Clarence A 
Briggs, James K 
*Walters, Benj B 
+*Clements, M O, jr 
Watters, John F 
Ross, Donald H 
*Stowell, Philip M 
*Van Dyck, W C 
*Dean, Floyd R 
*Mihailov, N N, jr 
*Fritchman, Curtis C 
Truscott, James C 
Mitchell, Kirk R 
*Lian, Elmer T 
Burris, John F 
Patterson, Jerry F 
Gaygan, Jack A 
*Harris, Wallace A 
Mays, John B, jr 
Clark, Jack W 
Davis, John P 
+Lassiter, Charles B 
Thompson, Donald M 
*Southall, Russell M 
*Vinson, Elmer L 


Sjodin, Daniel L 
Colley, Gordon T 
*Berk, Irving B 
Gilmore, James R 
Spence, Claude P 
*Hupperich, H C 
Renz, L Jay 
*Smith, William A 
*Matthews, J, jr 
Hathorn, V B, jr 
Jones, Robert J 
*Batie, John S 
*Ball, Fred G 
Zagorsky, Stanley C 
Leyrer, Robert J 
Porter, Vernon D 
Harrelson, Jay B 
Ross, James M 
Rice, Charles S 
Van Wingerden, N 
*Harrison, Robert C 
Herweg, John B 
Armstrong, John A 
Jordan, Jay J 
Baker, Robert G 
*Miller, James E 
Daugherty, F L, jr 
*Ward, Rufus A 
Williams, John L 
*Kampmann, C W 
*Gillett, Richard L 
Moseley, Wendell F 
Barrett, Harold W 
*Downey, Robert J 
*Clark, Cortis A, jr 
Rea, Kenneth R 
*Coleman, W W, jr 
*Cottrell, Bert M, jr 
*Kjelland, James O 
*Gay, Robert E 
*Koerschner, W F, jr 
Beaty, W E, jr 
*Bruner, William P 
Kelleher, William F 


(Please turn to Next Page) 





478 


(Continued from 
Dale, Theodore R 
Proctor, Kenneth E 
*Bynum, Clyde H 
*Tisone, Albert A 
Blackwell, Lynn D 
Barnes, George R 
*Helvey, Hazen D 
Whalen, John L 
Moutler, John L, jr 
Back, Charles H 
*Pratt, Dwight W 
Smith, James C 
Howe, Robert M 
Dahl, Paul W 
*Manley, James C 
Culp, William K 
*Mueller, Glen E 
Gaede, David L 
*Rogers, Fredrick A 
Abbitt, Charles W 
McLaughlin, Burl W 
*Feicht, Edward R, jr 
*Binks, Wiliiam P, jr 
Hamilton, C E, jr 
*Cosel, Richard M 
t*Hull, Joseph D 
*Coe, Grover K 
*Copley, Robert E 
Waltman, William S 
Compton, William B 
Ezekiel, Thomas C 
Malmstrom, Donald O 
Acebedo, Adrian W 
*Taylor, Gerald O 
Hoke, Dealbert S, jr 
Prarat, Victor H 
Gessner, Harlan W 
*Treat, Mark G 
Riley, Martin E 
White, Harrison G 
Trimble, Harry B 
Saltzman, Stephen G 
*Adams, Bill R 
*Correll, Harold M 
Sampson, Allan T 
*McDill, James N 
Sanders, W A, jr 
*Manch, Jacob E 
Zdanzukas, Vincent R 
Dees, Robert W 
*Vitunac, Walter C 
Baldwin, Allen E 
Wood, Thomas L 
*Baldwin, Elwyn S 
Northcutt, George C 
Hopfenspirger, T W 
Lloyd, Marion G 
‘White, Oscar E 
Lantz, Roy F 
McCormick, K J 
*Smith, Earle M 
Hunter, James E 
Schaffer, Glenn J 
*Sims, John W 
Baldwin, Irl E 
*Martin, John G, jr 
*Maier, Oscar L W 
*Harris, Walter R, jr 
*Tannen, Martin R 
*Finton, James R 
Edwards, John L 
Sears, Aubrey C 
*Harless, Leonard J 
Taylor, Oliver D 
*Holmes, Besby F 
Standifer, Lee R, jr 
*Wilson, Carl W 
*Morhous, William R 
*Umpleby, Arthur N 
*Davis, George H 
Bounds, William F 
Vaughan, William R 
Bastian, Earl L 
Debord, Robert L 
*Peirson, Jean S 
*Story, James B 
Knofezynski, J J 
Grimwood, Don M 
*Sorenson, John M 
Johnson, Raymond F 
Marshall, H C, jr 
*Fassmann, Leroy J 
Doolittle, James H, jr 
*Burtnette, C S, jr 
*Sage, Wayne P 
*Harris, Jack H 
Fleming, W H, jr 
Newton, Dalton F 
Firestone, C D, jr 
Voyles, James H, jr 
Lewis, George D 
Bennett, Warren A 
Jackson, Larkin L 
Spiller, William L 
*Stephens, William H 
Staples, George M 
*Herbold, Robert V 
McDowell, Bert, jr 
Mackey, John J 
Menczkowski, J M 
*Williams, Daniel B 
*Meyer, Erwin A, jr 
Hargis, Troy A 
Philips, Verne D J 
Matthews, Thomas 
*Johnson, Perry G 
*Jacoby, Joseph H 
Lichte, Martin E 
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Preceding Page) 
*Simmons, Albert D 
*Brundydge, H H 
*Lake, Donald J 
*Knauf, Albert S 
Garfinkel, Bernard 
tJohnston, K M 
tSenecal, Robert P 
*Tullock, Willard D 
*Graham, H Allen 
Milner, Robert S 
*Hessey, Francis D 
+Legwin, John H 
*Paige, Harold W 
+Barker, Arthur F 
Sill, Leo G 

Fuerst, Robert E 
McColl, James Q 
*Rood, Ralph W 
French, Joseph E 
*Foss, Joseph A 


*Price, Edward C 
Scanlan, John F 
Rudolph, James O 
‘Crutcher, Robert B 
Keene, Thomas J 
*Powell, William H 
Fisher, Norman D 
Redden. George A 


*Neelly, Dale 
Work, Byron R 
*Goodwin, Dexter B 
*Wolters, Elmer H 
*Box, Francis M 
Bryant, Donald D 
Walsh, John J 
*Mink, Wesley S 
Waldmire, Henry W 
Eckley, Paul W, jr 
*Glyer, John R 
*Cummings, C H, jr 
Gaston, Arthur D 
*Ellis, Sherman E 
*Dabolt, Robert L 
Bauers, Frank W., jr 
Bowen, Lewis L 
Decker, John A 
t*Stewart, H L, jr 
King, Joseph H 
Kelso, John M 
*Swanson, John W 
Harms, Warden D 
Harb, Wallace S 
Lindquist, D M W 
Rogers, Gerald T 
tOppelt, Alexander 
Craven, Charles W 
*Turner, Charles S 
*Hillilard, Ray L 
“Morrison, Marvis C 
Palmer, James M 
Martin, Ewell 
*Redfield, Tyler A 
Clair, William A 
*Ballweg, L H 
"Hollingsworth, D O 
*Ellis, Samuel W 
Burke, Billy 

Gorgol, George F 
Sheldon, John W 
*Lowrance, J B, jr 
Ingram, Sidney O, jr 
Moore, James M, jr 
*Jones, Elmer D, jr 
White, Foster L 
*Brown, John H 
*Goodson, Walter C 
t*Hickey, Rolet V 
*Guy, Carroll W 
Hayes, Burgain G 
*Stevenson, Dudley W 
Fowler, J Riley 
Robinson, J B, III 
Stevens, Vaughan O 
*Gentry, M D 
*Goodbread, Jonah E 
*Harrison, Charles D 


a 


*Horton, Harold E 
*Wood, William P 
tTiffany, Robert S, jr 
t*Satterfield, John R 
Krebs, John L 
*Cushman, George H 
Heiman, Grover G, jr 
Chesmore, Emery R 
Cook, Eugene H 
Benner, Ralph W 
*Shofner, Floyd K 
Thompson, R G 
*Baker, Marvin E 
McQueen, Verden 
Hoff, Burton M 
Britton, Wilbur R 
Hardison, John D 
George, Arthur F 
Lewis, Stanley C 
Walsh, Francis R 
Brush, Elvin W 
Byrnes, Conley H 


*Kellsey, David C 
*Shirer, Ralph F, jr 
*Schear, Evan W 
*Hansen, Car! L, jr 


*Rock, George W 
*Leonard, Leo J 


*Snider, Charles H 
Medical 
*Pomphrey, P J 
*Hall, Austin S 
*Merritt, William F 
*Holmes, Warren H 


Hill, William H 
Magness, Ped G 
Saliba, Ernest J 
Keating, Walter F 
*King, Max J 
*Jones, Lewis C 
*Mitchell, Max O 
Carr, George T 
Meyers, William C 
Rodden, Jasper A 
McClure, Frank L 
*Miller, Victor N, jr 
Tanassy, Emil G 
*Zimmer, Robert W 
*Maucher, Robert A 
Young, John N 
*Hammer, Kenneth M 
Bock, Harry 
Stemme, Robert B 
*Witsell, E F, jr 
*Dibble, George A, II 


Medical 


*Midgley, Elwin W 
*Wiedershine, L J 
Van Vranken, E E 
*Koonce, Duval H 


Dental 


*Jameson, John R 
*Bienvenu, Patrick X 


Veterinary 


Service 

*Geary, John M 
Maybell, Robert E 
t*Swanson, Fred H 
*Force, Ronald C 


*O’ Malley. Robert J Wallace, Robert A 


314th TCG Reports Flying 
Boxcar With 2,500 Hours 


Two Fairchild C-119 Flying Boxcars at- 
tached to Air Force bases in the Far 
East and Tennessee have racked up top 
flight-time, according to reports from 
headquarters of the 314th and 316th 
Troop Carrier Groups. 

In Japan, a possible world’s record for 
C-119’s was established this month when 
a crew from the Green Hornet Squadron 
of the 314th TCG flew a 3%-year-old Fly- 
ing Boxcar through its 2500th hour, with 
all but 80 hours of that time logged in 
the Far East. 

The plane was delivered to the Air 
Force in May, 1950, and transferred to 
Japan two months after the outbreak in 
Korea. Since its arrival in Japan, this C- 
119 has flown in every major drop of the 
187th Airborne Regimental Combat 
Team. In less than 42 months, it has flown 
in excess of 250,000 passenger miles and 
225,000 ton miles. The 314th Group re- 
ports that it will remain on duty and con- 
tinue to supply UN forces in the Far 
East. 

Back in the U.S., the 316th Troop Car- 
rier Group at Sewart Air Force Base, 
Tenn., announced that one of its C-119’s 
has passed the 1000-hour mark in little 
more than a year of service. Delivered to 
the group 15 months ago, the Flying Box- 
car already has covered more than 250,- 
000 air miles. 

Under a new Air Materiel Command 
directive, the Sewart C-119 has been with- 
drawn from transport service for a new 
career as a “flying laboratory.” In its new 
role, the plane is used for accelerated 
service tests to determine the mainte- 
nance required, durability of systems, and 
for future planning on spare parts re- 








*Larson, Leon H, jr 
*Glickman, Emanuel 
*James, Paul C 
Brown, Kimbrough S 
*Roberts, Edward T 
*Brooks, Clarence R 
Gilpin, John A 
*Kesler, Joseph J 
Cross, George F, jr 
*Williamson, G A 
*McClellan, John M 
*Decker, Harold R 
+*Ballard, Herbert L 
*Johnson, Ferol W 
Behrens, John N 
*Roth, Myron A 
*Murphy, Lloyd J 
Bruce, Avery C, jr 
Fuchs, William R 
*Hart, Gordon L 
Stribling, Robert 
Harchalk, George 
Barr, Robert R 
*Collie, Robert L 
Hamblen, William 
Keller, Howard W 
Garrett, William A 
Beaven, William M 
*Guyer, Loren E 
*Martin, Frank H 
*Windsor, Leon J 


> 


quirements. 





Maj. Yeager Sets Record 

An Air Force test pilot set an unofficial 
speed record 14 Dec. when he piloted an 
experimental rocket-powered plane more 
than 1600 miles an hour, or 2% times the 
speed of sound. 

The ‘flight, which took place at Ed- 
wards AFB, Calif., was made by Maj. 
Charles E. Yeager, who made the world’s 
first supersonic flight in 1947. 

The craft, the Bell X-1A, is not in- 
tended as a tactical plane, but was or- 
dered by the Air Force as a flying labo- 
ratory. 

The speed attained by Major Yeager 
was “the fastest known to have been at- 
tained by any aircraft or any human 
being anywhere in the world,” the Air 
Force said in a statement. 

The experimental ship was carried 
aloft to an undisclosed altitude by a 
B-29 Superfortress and then released in 
a speed run. The Air Force did not re- 
veal the exact speed the plane reached 





*Lindahal, Thomas B 


or the duration of the flight. 





CHRISTMAS FOR 
AF PATIENTS — 
Three Air Force 
wives at Bolling 
AFB wrapped more 
than 360 cartons of 
cigarettes for hos- 
pitalized AF  pa- 
tients in the Wash- 
ington area. Left 
to Right: Mrs. W. 
H. Powell, in charge 
of the wrapping 
committee, Mrs. 
T. D. White, wife 
of the Vice C of §, 
and Mrs. R. C. 
White. 


ATA Says Military Should 
Help Pay for Fed. Airways 


The Air Transport Industry “should not 
be used as an experimental guinea pig 
in the problem of charging for services 
furnished by the Federal Government 
to various forms of transportation,” ac- 
cording to Brig. Gen. Milton W. Arnold, 
USAF-Ret., Chairman of the Air Trans- 
port Association User Charges Commit- 
tee. 

General Arnold said: “The Air Trans- 
port Industry is on record as being willing 
to make fair payments for the use of 
Federal facilities at such time as the gen- 
eral plan is established for charging all 
forms of transportation for use of such 
facilities.” 


In a letter to F. B. Lee, Administrator 
of the Civil Aeronautics Administration, 
commenting on a CAA draft study, a 
program of charges for the use of the 
Federal Airways 1953, General Arnold 
contended: 

“1. The Department of Commerce should 
immediately establish the general plan for 
applying user charges to all forms of trans- 
portation that use federally provided facili- 
ties. The plan must apply equitable user 
charges to all users (land, water and air) at 
the same time. 

“2. The military should carry its share of 
the support of the Federal Airways system. 
Ii necessary, the military should make direct 
cash payments to CAA for their part of the 
annual cost of the Airway system. 

“3. Thirty per cent of the annual cost 
of the Airway system should be assigned to 
military stand-by value before any costs are 
assigned to airplane operators on the basis 
of actual use of the system. Military stand- 
by value represents the special national de- 
fense value of the system over and above the 
value represented by current military traf- 
fic. These values include the use of the air- 
ways radar and communication network in 
the continental air defense system, and the 
ability of the military to immediately clear 
all civil air traffic from the system and to 
freely operate military and Civil Reserve Air 
Fleet airplanes over any part of the United 
States. 

“4. Presently paid gasoline taxes must be 
counted as user charge payments. The air- 
line industry believes that present excise 
taxes on gasoline and diesel fuels are not 
taxed when used by other consumers such as 
the railroads. If these taxes were true excise 
taxes and not user charges, all users of gaso- 
line and diesel fuel would pay them. 

“5. CAA should investigate the possibility 
of contracting with private industry to per- 
form many airways maintenance and operat- 
ing services now being done by the govern- 
ment. Such contracts should reduce the cost 
of the Federal Airways system." 








Assignee Tng. Deficiency 


Air Force Headquarters has told staff 
agencies to encourage mobilization as- 
signees to participate in short tours of 
active duty training during the next six 
months. 

It was stated that only about 28 per 
cent of the assignees have performed 
tours to date. Regulations (AFR 45-3) 
require each assignee to perform a short 
tour annually. 

Air Force officials are disturbed that 
if assignees do not make themselves avail- 
able for short tours, reduced allocation 
of funds for this purpose during the next 
fiscal year may result. 


Col. Creer Sets Mark 

A B-47 Stratojet commanded by Col. 
William E. Creer flew non-stop from Eng- 
land to MacDill AFB, Fla., on 6 Dec., cov- 
ering the 4480 miles in eight hours and 
53 minutes, beating the old record by 14 
minutes. 

Colonel Creer was returning with the 
305th Bomb Wing after 90 days’ training 
at Brize-Norton Field in England. 

















Jet Engine Wins Collier 
Trophy For L. S. Hobbs 


The Collier trophy for the outstang. 
ing achievement in aviation during 195) 
this week was awarded to Leonard § 


Hobbs, vice president for engineering 
United Aircraft Corp., for his part in de. 
veloping the J-57 jet engine, which the 
Air Force has given an efficiency rating 
in the 10,000 pound thrust class. 

A miniature of the trophy was pre. 
sented to Hobbs by President Eisenhower 
on 17 Dec. at a dinner sponsored jp 
Washington by the Aero Club of Wash. 
ington, local chapter of the Nationa) 
Aeronautical Association. 

The committee which voted this year’s 
award was appointed by Harry K. Coffey 
president of the National Aeronautical 
Association, who served as co-chairman 
along with Dr. John F. Victory, execv- 
tive secretary of the National Advisor 
Committee for Aeronautics. 

As a special feature of this year’s 
presentation dinner, surviving previous 
Collier Trophy winners will receive a 
miniature replica of the original trophy 
The original trophy remains in the per- 
manent custody of the NAA. 





New AF Veterinary Film 

Air Force premiere of the motion pic- 
ture “USAF Veterinary Services” was 
held recently at Air Materiel Command 
Headquarters under the sponsorship of 
Brig. Gen. Edward J. Tracy, AMC 
surgeon. 

The 30-minute color film covers the 
widespread activities of the Air Force 
Veterinary Services, which include food 
inspection, hygiene and sanitation, nutri- 
tion, medical research and animal dis 
ease control. It is slated for use as 4 
training and indoctrination aid for the 
military services and selected civilian 
professional groups. Idea for the film, 
plus technical assistance, came from the 
AMC Surgeon's Office. 

The initial showing was attended by 
Maj. Gen. William F. McKee, AMC vice 
commander; Brig. Gen. W. O. Kester 
assistant for Veterinary Services, USAF 
Headquarters; Dr. W. R. Krill, dean of 
the College of Veterinary Medicine at 
Ohio State University, and Herschel 
Headley, vice president, Frigidaire Divi- 
sion, General Motors Corporation, plus 
key AMC staff officers and other inter 
ested officers, airmen, civilian workers 
and wives of the group. 

The film explains the role of the All 
Force Veterinary Service as a membel 
of the USAF Public Health Program 
team, and details its activities. Air Forct 
technical advisor was Lt. Col. N. G 
MacEachern, AMC command veterinar- 
ian, assisted by D. J. Evans, chief 4 
AMC’s health education program. The 
cast included Air Force and Army per 
sonnel, representatives of various foot 
induscries, and college faculty members 
and students. 


Aircraft Field Rep. 
Frank Watson has joined the 6th Al 
Rescue Group, Pepperrell, asa Grumman 
Aircraft field representative. A specialist 
on SA-16 Amphibians, he held a similat 
post with Ist Rescue at Allbrook AFB 
CZ, and with the 14th Rescue at Palm 

Beach International Airport, Fla. 





Bond Premium Rates __ 
Air Force finance officials report that 
annual premiums required for each 
$1,000 of bond coverage are $1.35 for 
vilians and airmen and $1.00 for officers. 
The Surety Association of America has 
established a minimum annual chargé 
of $5 regardless of length of time ® 
bond is in force, it was stated. 
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NAVY 


Secretary—Robert B. Anderson 
Under Secretary—Thomas 8S, Gates 
Asst. Secretary for Air—James H. Smith, jr. 
Asst. Secretary—Robert H. Fogler 
CNO—Admiral Robert B. Carney 


REAR ADMIRAL 


Coe, Charles F, ParisRep, USCinCEur; to 
NavHosp, Bethesda, treatment. 

Green, Clark L, BatDivLant; to DepCom, 
EastSeaF ron. 








CAPTAIN 


Barbot, Leon J, CO, USS Hector; to ComFle 
ActSasebo. 

Browning, Hays R (NR), BuAerLnOff, Hq 
AirRes&DevCommand, Balto; to CO, NAS, 
NiagaraFalls. 

Carlson, Oscar L (CEC), DistCivEngr, 4ND; 
to JointConsAgency, Paris. 

Close, Forrest, LnOff, JointStaff, USCinCEur; 
to ParisRep, USCinCEur. 

Ekvall, Leslie D (MC), NavDispSanFran; to 
NavCBCen, PortHueneme. 

Fitzwilliam, Albert E, ComFleActSasebo; to 
OpNav. 

Foster, Everett J, OpNav; to ChUSNavMis to 
Chile, Valparaiso, 

Holubek, Edward J (DC), NavDentalClinic, 
NavBase, Brooklyn; to NavSta, NavBase 
Newport. . 

Howard, William B jr (CEC), DistCivEngr 
13ND; to DistDivEngr, 5ND. ” 

Ketchum, Gerald L, BuShips: to 13ND. 

Massey, Forsyth, StrikForSouth; to C/S and 
Aide, ComStrikForSouth. 

Mason, Edward G (NR), OpNav: to BuAer 
LnOff, HgAirRes&DevCommand, Balto. 

Miller, Frank B, CO, USS Palau; to Nav 
WarCol, Newport. 

Miller, Albert S, CO, USS Thomas Jefferson; 
to DirNavPetReserves, Wash, DC. 

—. —_ e. jpitAvArmamentLabitavDev 
en, Johnsville; to Staff, Co 
oo mPacDiv, 

Roessler, Anthony C, CO, USS Laertes: to C 
USS Thomas Jefferson. ; ” 

Sartoris, Harry (NR), CO, NAS, South Wey- 
mouth; to RAD. 

Schock, Lewis L jr, Ofe of SupShipNewport 
NewsShipbuilding&DrydockCo; to BuShips. 

Sisson, Thomas U, BuPers; to OpNav. 

Snyder, William H (DC), NavSta, NavBase, 
— to DivDentalOff, 1stMarDiv, 

Ventres, Daniel B (CEC) (NR), BuDocks: to 
JointConsAgency, Paris. 

Westbrook, Ralph E, Asst C/S for Plans, Com 
EastSeaFron; to NavHosp, StAlbans, LI 
treatment. . 

White, Joseph (CEC), Staff, SacLant: to Ofe 
of OICC, BuDocksContracts, Madrid. 

Whyte, Clifton A (CEC) (NR), 11ND; to PWO 
NAS, SanDiego. 

Wood, Hunter jr, 11ND; to CO and NavPor 
CofNavPorCo, NavBase, SanDiego. 

COMMANDER 

Brady, James O, AIRLANT: I 
CHAMPLAIN. ee ae ee 

Christy, Ralph L jr. (MC) USS FRANKLIN 
D ROOSEVELT: to BUMED. sicinans 

Embry, Huch C (ChC), NAVSTA TRINIDAD; 
to NAVHOSP ST ALBANS LI. 

Hardy, James W, PATRON 16; to ArmedFor 

, StaffCol NorVa Duins. 

uynch, Daniel J (NR), ALLIEDFORS NO- 
EUR; to 9ND. - 


Marshall, Theodore W, FAIR GUAM; to 
_ArmedForStaffCol NorVa Duins. 
McKimmey, Addison E (NR), NAVBASE 


MARIANAS GUAM: to NAVMARIANAS. 
Pacek, Edward W (NR), NAS GLEN; to 1 
Petty, Robert M, OPNAV: to CO USS KER- 
‘MIT ROOSEVELT. - ‘ 
Shipman, Charles A, NATECHTRACOM NAS 


MEMPHIS; to ArmedForStaffCol NorVa 
Duins. 
Bartlett, Wilson R. UPERS; to NATECH- 


‘ TRACEN NAS JAX, 
berryman, Maynard W (NR), NAS NIAGARA 
ot ALLS; to NAS GROSSE ILE. 
Bliss, Walter D (NR), NAS SOUTH WEY- 
“ MOUTH: to OPNAV. 
srewster, Earl R (ChC), PHIBPAC: v 
HOSP GLAKES. neste 
hy > ? ys 
— h, “~ T jr, OPNAV: to PHIBGRU 4. 
‘oran, Daniel J, N‘ ; v 
cone aniel J, NAS CORPC; to NAS 
Dobos, Nicholas E (MC) VAV 
bos, Nicholas E (MC), NAVTORPSTA 
KEY PORT; to MSTSWESTPACAREA. 
Eder, W illard E, NAVPHIBTRAU NAVPHI- 
rr CORONADO; to COMFLEACT PU- 
Fj neran John F j J a 
inne .d jr, USS LATIMER; 
‘ USS DONNER. asset sintians 
ribbs, Albert G (MC), NAVHOSP ; 
10 USS WISCONSIN. vetkcaaesliinantin 
ould, Richard K, ArmedForStaffCol NorVa: 
710 FLETRAGRU SDIEGO. tty 
tenderson, Robert E (MC), NAS KWEST: to 
NARTU NAS ANACOSTIA WASHDC. ' 
t. thomas W, CRUDESPAC;: Js 
DE HAVER AC; to CO USS 
i Harvey S (DC), NAVHOSP SAN 
IIE : to NAVDENTAL CLINIC - 
KOO RBASE CAMPEN. ‘ wee 
eenov, John J (MC) (NR). NAVHOSP 
PORTSMOUTH VA; to NAVRETR 
OR’ : tol ZTRACOM 
NAVBASE NORVA. wai 





Klay, Andrew S (CEC), NAD CRANE; to Nav 
Sta ADAK. 

Lowe, Claude O, USS ELECTRA; to CO USS 
GUNSTON HALL. 

Madden, Lawrence M, USNAVPGSCOL Mon- 
terey; to PATRON 17. 

May, James J, CO NAVCOMMSTA NEW- 
PORT NPT; to CO NAVCOMMSTA Boston. 

Mazza, Harold R (NR), NAS LOS ALAMITOS 
LBEACH; to 12ND. 

McCallum, James L P, USS SALEM; to CO- 
MINRON 8. 

Morreale, Joseph H (NR), NAD Fallbrook; 
to BUORD. 

Nelson, Paul J, SDIEGOGRU; to 6ND. 

Niforopulos, James A (MC), USS TARAWA; 
to NAAS KINGSVILLE. 

Parke, Burton L, MATS ANDREWS AFB 
WASH DC; to ArmedForStaffCol NorVa 
Duins. 

Refo, John F, NOTS INYOKERN; to COMP- 
RON 6. 

Shirley, Gene T, SEVENTHFLT; to CO USS 
THOS E FRASER. 

Tinker, Malcolm H (NR), NAD HASTINGS; 
to RAD. 

Trusso, Anthony (NR), NARTU NAS JAX; 
to CO TACRON 1. 

Wagner, Robert L (MC), NAVHosp Bethesda; 
to NAVHOSP PORTSMOUTH VA. 

Willems, Everleigh D, CO TACRON 1; to 
NAVPHIBTRAU NAVPHIBASE Coronado. 

Winne, George M, CO USS TORTUGA; to 
SDIEGOGRU. 

Young, Jack C, OPNAV; to CO PATRON 48. 

Young, James C (CEC), OICC NOY CON- 
TRACTS MIAMI; to OPNAV. 

Bradbury, Wilfred K, DESLANT; to CO USS 
HAILEY. 

Clausner, Marlin D, USS NEW JERSEY; to 
CO USS PERRY. 

Culp, Dennis K (CEC), CO PHIBCB 2; to 
PHIBLANT. 

Eddy, Frank M, MSTSNORPACSUBAREA; 
to NAVFE duty with UNCMAC PLANGRU. 

Edrington, Thomas C, III, CO USS ZELIMA; 
to OFC of ARMEDFORS INFO & EDUCA- 
TION WASHDC. 

Eller, Robert L jr (DC), MARCORCRUIT 
DEPOT SDIEGO; to USS FRONTIER. 

Howland, John B, NAF SRNC; to COMCAR- 
AIRGRU 4. 

Klee, William M, CO USS WEDDERBURN; 
to FLDCOM ARMEDFORS SPEC WPNS 
PROJ Albuquerque. 

Kline, Raymond P, CARAIRGRU 10; 
SHAPE. 

Lea, Henry E (NR), NARTU NAS NORVA; 
to NAVPHIL. 

Long, Harry B (NR), BUSHIPS; to NAV- 
SECT MAAG FORMOSA TAIPEI. 

Murray, Thomas O, HAWSEAFRON; to OFC 
of BAMR EASTDIST NAS NORVA. 

Norris, Thunnison H T, AIRPAC; to USS 
HANCOCK. 

Rice, Earl G jr (SC), BUSANDA; to OPNAV. 

Rodgers, Robert R, USNAVPGSCOL Mon- 
terey; to CO HELRON 1. 

Slosek, Edward F (MC), NAVHOSP BEAU- 
FORT; to NAVHOSP GUAM. 

Sprowls, Paul H (NR), ONM NAVDEPT; to 
RAD. 

Thompson, Jos E jr, CRUDESPAC; to CO 
USS HAMNER. 

Cunniff, James F (CEC), BUDOCKS; to OFC 
of OICC BUDOCKS Contracts Madrid. 

Dudley, George E (DC), NAVDENTAL Clinic 
NGF WASHDC; to NAS ANACOSTIA 
WASH DC. 

Elliott, James F (NR), OIC NAVSTA Annex 
ROOSEVELT ROADS; to BUPERS. 

Ellis, James F jr, David W Taylor Model 
Basin Carderock; to BUSHIPS. 

Johnson, Broor A (MC), NAVHOSP PORTS- 
MOUTH VA; to USNAVADGRU ROKNAV. 

Johnson, Charles H jr, DESLANT; to co 
USS WREN. 

McGaraghan, Jack J (CEC), BUDOCKS: to 
OFC of OICC BUDOCKS Contracts Madrid. 

Millett, John R, CO USS DONNER; to COM- 
LSTRON 4. 

Plichta, Joseph P (CEC), BUDOCKS; to OFC 
of OICC BUDOCKS Contracts Madrid. 

Scanlon, Joseph H jr (DC), NAVHOSP CO- 
RONA: to FIRSTMARDIV FMF. 

Semmes, James L, OPDEVLANT: to DEPCH 
NAVSECT MAAG SPAIN MADRID. 

Swain, Frederick W (CEC) (NR), DPWO 9 
ND: to JUSMG SPAIN MADRID. 

Walsworth, Clyde H (DC), USS NEWPORT 
NEWS: to NAVDISP NAVDEPT. 

Williamson, Laurence B, USNAVPGSCOL 
MONTEREY; to AIRTRANSRON 2. 

LT. COMMANDER 

Andrews, Wiliiam G jr, USNAVPGSCOL 
MONTEREY; to AIRLANT TEM. 

Binion, Vernon E, CO FITRON 14; to Armed 
ForStaffCol NorVa Duins. 

Birdsall, Douglas M, PATRON 50; to Armed 
ForStaffCol NorVa Duins. 
Branham, Horace C 3d (NR), FASRON 12 

DETACHMENT A; to RAD. 

Burr, Horace F (NR), USS NORRIS; to ONR 
BRANCHOFC BOS. 

Byers, Alexander D C, FITRON 173; to Armed 
ForStaffCol NorVa Duins. 

Carr, Howard E (NR), NAVPHOTOCen NAS 
ANACOSTIA WASH DC; to AIRLANT 
TEM. 

Charles, John F, FASRON 3; to OPNAV. 

Curtis, Richard E, PATRON 1; to ArmedFor 
StaffCol NorVa Duins. 

Cutaiar, Frank H, FAIRWING 1; to NavHosp 
SDIEGO Treatment. 

Dennis, Milton K, AIRPAC; to ArmedFor 

StaffCol NorVa Duins. 


to 





Ellenberger, William (DC) (NR), NAS WIL- 
LOW GROVE: to NavHosp Phila Treat- 
ment. 

Ellis, Kermit Q, USNAVPGSCOL Monterey; 
to AIRPAC TEM. 

Gainor, Charies E, NAS ANACOSTIA WASH 
DC: to FAIRELM. 

Gleason, Carll T, NAVRECSTA WASH DC; 
to CO USS GORDIUS. 

Guidry, Joseph W, FLEAIR DEF TRACEN 
DAM NECK VA BEACH; to USNAVPGScol 
MONTEREY DUINS. 

Hasse, Alexander M (NR), AEWRON 1; to 
SPECDEVCEN ONR Sands Point Port 
Washington LI. 

Held, William E, NAVCOMMSTA San Diego; 
to OIC NAVRADSTA R FARFAN. 

Huggins, Jesse C jr, USNAVPGSCOL Mon- 
terey; to AIRLANT TEM. 

Hughes, Leon H jr (SC), FAIRWING 6; to 
NAAS BARINFLD FOLEY. 

Jennings, Robert H jr, FAIR JAX; to CO 
FITRON 101. 

Kelley, William L (NR), AIRTRANSRON 5; 
to AIRTRANSRON 23. 


Kiernan, William A, AIRASRON 27; to Armed | 


ForStaffCol NorVa Duins. 
Kincaid, John R, USNAVPGSCOL Monterey; 
to AIRPAC TEM. 


Knox, Cecil J (NR), NAVSECURITYSTA 
WASH DC; to 3ND. 
Leggett, Ernest H, USNAVPGSCOL Mon- 


terey; to AIRPAC TEM. 

MacLeod, James J (NR), CO NAVMARCOR 
RESTRACEN OKLAHOMA CITY; to USS 
LATIMER. 

Mahler, George H 3d, CO FITRON 101; to 
NAF NOTS INYOKERN. 

Markley, John H (ChC), SECOND MAW;; to 
NAVSTA TRINIDAD. 

Marples, Ellis jr, OIC NAVDEGAUSSING 
STA NORVA: to USS BALTIMORE. 

McGrath, Raymond C, USS PRINCETON; to 
ArmedForStaffCol NorVa Duins. 

McKenna, Charles N, AIRPAC; to ArmedFor 
StaffCol NorVa Duins. 

Miller, Ward S, AIRLANT; to ArmedForStaff 
Col, NorVa Duins. 

Mills, Richard H, CO ATAKRON 45; to FAS- 
RON 6. 

Milner, Frank D, USNAVPGSCOL Monterey; 
to AIRLANT TEM. 

Obey, Roland J, ATAKRON 95; to Armed 
ForStaffCol NorVa Duins . 

O’Connor, John C, FITRON 13; to ArmedFor 
StaffCol NorVa Duins. 

Reinhardt, Wm C, COMPRON 4; to ArmedFor 
StaffCol, NorVa Duins. 

Richards, Donald C, FAIRWING 2; to Armed 
ForStaffCol NorVa Duins. 

Roberts, Andrew J, CO USS BELTRAMI; to 
USS CALVERT. 

Rueff, Harold (NR), 5ND; to CO ONR Branch 
Ofe PASADENA. 

Rutledge, John R, AIRASRON 32; to OPNAV. 

Shepple, Bryon G, AIRDEVRON 1; to Armed 
ForStaffCol, NorVa Duins. 

Singleton, Royce A, FITRON 94; to ArmedFor 
StaffCol NorVa Duins. 

Smith, Rodney N, USNAVPGSCOL Monterey; 
to NABATRACOM NAS PNCLA. 

Topliff, John W, USNAVPGSCOL Monterey; 
to NABATRACOM NAS PNCLA. 

Wheeler. James F, USS ANTIETAM; 
BREMGRU., 

Wilson, Roquel A (SC), OIC FLEAV Account- 
ing Ofe PAC NAS SDIEGO; to NAVSTA 
SDIEGO. 

Yuzakewich, Alfred J, USS PIEDMONT; to 
CO NAVMARCOR RESTRACEN Savannah. 

Anderson, Niels H (SC), NAVSECT MAAG 
DENMARK Copenhagen; to NAD HAW- 
THORNE. 

Anthony, James O jr 
PHILA: to RAD. 
Drum, Henry W, USS LEYTE; to AIRLANT 

TEM. 

Durborow, James W, OPDEVLANT; to CO 
USS DARBY. 

Edgeworth, Richard L, USS FRANKLIN D 
ROOSEVELT; to CO NAVRESTRACEN Co- 


to 


(NR), NAMATCEN 


lumbia. 
Fanning, Clifford E, CARDIV 4; to OPNAV. 
Forkner, Chas A, USS SEMINOLE; to CO 


NAVRESTRACEN LINCOLN. 

French, Ferris L ir, NAVHOSP SDIEGO 
treatment: to JOINT STAFF CINCFE. 
Gregg, Margaret E (NR), BUPERS; to RAD. 
Griffith, Terrell C (NR), Resident Insp Offi- 
cer at Plant of M M Davis and Son Inc, 
Solomons; to OFC of ASTINDMAN NAVSta 

ORANGE 
Jereb, Frank, USS MIDWAY; to PHIBGRU 
2 


Kelly, Thos S (SC) (NR), MSTSLANTArea; 
to USS CORREGIDOR, 

Kent, Donald G, NAVCICOFFSCOL NAS 
GLEN; to USS TARAWA. 

Knight, Roger K (NR), AIRASRON 26; to 
NABATRACOM NAS PNCLA. 

McMullen, Cornelius E, CO USS GEORGE; to 
NAVWARCOL NPT. 

Morton, Kenneth B (NR), NAVSCOL NAV 
JUSTICE NAVBASE NPT; to RAD. 

Nyland, Hendrik W T, USNAVPGSCOL Mon- 
terey: to SECOND FLT. 

Smethel's, Richard H (CEC) (NR), 9ND; to 
DPWO 8ND. 

Bill, Charles A (DC), NAVDENTALSCOL 
NATNAVMEDCEN Bethesda; to PHILA 
NAVSHIPYD PHILA. 

Dawson, Thomas H 3d, (SC), OIC NAVORD 
SUP DEPOT NSC PEARL; to NSD SDiego. 

Dukes, Jesse M, USS YANCEY; to USS CON- 
SOLATION. 

Eriksen, Gustav A (NR), NAVCOMMFAC 
PORT LYAUTEY; to LANTRESFLT. 
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Feaster, Joe B, CRUITNOP CHGO; to CO 
NAVMARCOR RESTRACEN CIN, 

Groebler, Geo A, MSTSO PUSAN; to MSTSO 
SASEBO. 

Kissling, Paul T, USNAVPGSCOL Monterey; 
to AIRTRANSRON 32. 

Klepp, Henry B (NR), 3ND; to NAVSECT 
MAAG FORMOSA TAIPEI. 

Kriz, Joseph A (SC), USS CHOURRE; to US 
NAVPGSCOL Monterey. 

Manke, Wilbert C (DC), USNA ANNA; to 
USS SALEM. 

O’Rourke, Edward P (SC), 17ND; to NAV 
ORDSUPOFC MECH. 

Quillen, Vincent G, NATECHTRACOM NAS 
MEMPHIS; to NAS AGANA. 

Roberts, Carlton B, FITRON 151; to OPDEV- 
LANT. 

Seaman, Laurence F, UNIV of CALIF Berke- 
ley; to USNAVPGSCOL Monterey Duins. 

Shilane, James L (NR), FLDCOM ArmedFor 
SPEC WPNS PROJ Albuquerque; to RAD. 

Skirka, Steve (SC), OFC of ASTIG of the SUP 
CORPS PAREN AIR PAREN ASO PHILA; 
to USS SALISBURY SOUND. 

Sokulski, Stanley A, NAVADCOM NTC 
BAIN; to CO USS ASKARI, 

Sullivan, John E (DC), SUBCOMNELM/HED- 
SUPPACT NAPLES; to NPG DAHLGREN. 

Swenson, Robert T (NR), AIRPAC; to CAR- 
DIV 3. 

Tharp, Edwin B (DC), USS SALEM; to NAY- 
ADCOM NTC GLAKES. 

Zimmerman, Donald jr, WEARON 1; to FLE 
WEACEN NAS NORVA. 

Addy, Alfred M (NR), CARDIV 6; to NAF 
LITCHFIELD PARK. 

Baer, Frederick N (CEC) (NR), BUDOCKS; 
to JUSMG SPAIN MADRID. 

Bauman, Roy C J, PATRON 11: to RAD. 

Buckowski, George A, NAS LANTCITY; to 
USS CORREGIDOR. 

Corrigan, Matthew J (NR), AIRTRANSRON 
6; to RAD. 

Devoe, Augustus A jr (NR), SPECDEVCEN 
ONR SANDS POINT, PT WASHINGTON 
LI; to AIRPAC TEM. 

Falabella, Julio J (NR), NARTU NAS JAX; 
to NARTU NAS ANACOSTIA WASH DC. 
Forde, Lambert V, IND; to USS JOSEPH P 

KENNEDY JR. 

Fox, Henry M (SC), USS TIDEWATER; te 
CHASNGRU. 

Frellsen, Max E, NAAS SAUFLEYFLD PN- 
CLA; to NAVFE. 

Frontis, Irving (MSC), NAVDISP NAVDept; 
to ArmedForStaffCol NorVa Duins. 

Garges, Thomas S jr (NR), OFC OF INSMAT 
BOS; to OFC OF SUPINSMAT BOS. 

Held, Henry E (CEC) (NR), OIC OF NAV 
CONSFOROPTRAU CBCEN DAVISVILLE: 
to NAVMCB 4. 

Henderson, Paul E, CO USS PROTON; to 
NAVFE. 

Jackson, Everett L, NAVSTA Tongue Point 
ASTORIA; to USS LUZON. 

Joyce, Frederick J (NR), NAS GLEN; to 
OPNAV. 

Lehmann, Melvin G F, NATECHTRAU NAS 
OLATHE; to NATECHTRAU NAS Olathe. 

Levine, Aaron A, USS O’BANNON; to OP- 
NAV. 

Lindsay, Peter M (SC), USS WORCESTER; 
to FUEL SUPOFC NGF WASH DC. 

Lorentson, Adrian V, CO USS ROBERT F 
KELLER; to BUPERS. 

Matecki, Thaddeus J, NY NAVSHIPYD 
BKLYN; to USS WORCESTER. 

Rohowits, Gerald M (NR), NAVADCOM NTC 
SDIEGO; to NTC SDIEGO. 

Ross, Robert M, OPNAV; to CO USS HENRY 
W TUCKER. 

Schuler, Earl R, BUPERS; 
MAAG SPAIN MADRID. 
Simmons, Glenn E, OPNAV; to AIRPAC 

TEM. 

Sliger, Dwight C (NR), FAIRWING 1; to 
NABATRACOM NAS PNCLA. 

Stough, Ben H jr, SERVPAC; to USNAVPG 
SCOL MONTEREY DUINS. 

Wright, Mildred L (NC), NAVHOSP MEM- 
PHIS: to Univ Of Ind Bloomington Duins. 

Zigler, Frederick W, OPNAV TEM; to CHUS- 
NAVMIS TO CUBA HAVANA. 





to NAVSECT 





Sims Hall Auditorium 


Rear Adm. Thomas H. Robbins, jr., 
president of the Naval War College, New- 
port, R. I., recently dedicated the new 
Sims Hall auditorium which will be used 
by Command and Staff course students. 

Admiral Robbins said the new audi- 
torium was necessary to meet the needs 
of the “greatly expanded educational 
program of the Navy” and to insure that 
the College retain its position as the 
“foremost in the Navy’s educational sys- 
tem.” 

The command and staff course, open to 
lieutenants and lieutenant commanders, 
deals with the fundamentals of warfare 
with emphasis upon the operational func- 
tions of command. Present during the 
dedicatory ceremonies was Rear Adm. 
John H. Sides, director of the Guided 
Missiles Division, Office of Chief of Naval 
Operations. 
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Dept. Dees About-Face On Sales By Bottle, 
Ban Goes Into Effect On 1 April 1954 


(Continued from First Page) 


sale in package form after 1 Jan. 1954. 
The effective date of the prohibition of 
the sale of liquor in package form will 
be 1 April 1954, “in order to permit the 
disposition of stocks on hand.” 

The action was announced on 17 Dec. 
when Acting Secretary Roger M. Kyes— 
Secretary Charles E, Wilson was en route 
home from Paris—signed a revision of 
the directive on control of alcoholic 
beverages. 

Mr. Kyes took this step after Assistant 
Defense Secretary John A. Hannah had 
conferred with Representative Dewey 
Short (R-Mo.) and had been told that 
the Armed Services Committee Chair- 
man felt the policy change should be 
made. 

It is learned also that Representative 
W. Sterling Cole (R-N. Y.), a powerful 
figure on Capitol Hill, who has strongly 
protested the new liquor policy, discussed 
the matter with Deputy Secretary Kyes. 

At the same time, Mr. Kyes also signed 
a memorandum setting forth a new 
policy directing “cooperation” in the con- 
trol of purchase of liquor in monopoly 
States. He said this policy “is not to be 
construed as an admission of any legal 
obligation to submit to such control.” 

The military departments located 
within monopoly States will be required 
to “purchase liquor in accordance with 
procedures prescribed by the legal au- 
thorities of such States providing the 
mark up prices by the monopoly States 
are in reasonable amounts necessary to 
effect such control.” 

The Defense Department policy on 
alcoholic beverages has been under con- 
tinual fire since first announced, with 
temperance groups and liquor dealers’ 
organizations prominent in opposition. 

Charges were made that the sale of 
bottled goods at clubs and messes repre- 
sented “unfair competition.” 

Dr. Hannah said that he would confer 
with Congressional leaders on this matter 
and abide by their recommendations. 

It is to be noted that the Department’s 
original policy was coordinated with 
ranking members of the House and Sen- 
ate Armed Services Committee prior to 
its release. 

Here are the texts of the documents 
which now govern sale of alcholic bever- 
ages: 

Memorandum 

“It is the policy of the Department of 
Defense in order to cooperate with monopoly 
States in the matter of the central purchase 
of distilled spirits, that messes and clubs in 
military establishments located within such 
monopoly States will purchase distilled 
spirits in accordance with procedure pre- 
scribed by duly constituted legal central 
authorities, provided these authorities offer 
sale of such beverages to such messes and 
clubs at such mark-up prices for wholesale 
bulk prices as is reasonably required to 
effect such control. 

“This policy is promulgated in order to 
effect cooperation with control authorities 
in monopoly States and is not to be con- 
strued as an admission of any legal obliga- 
tion to submit to such control."’ 

Regulations for the Control of Alcoholic 


verages 
Reference (a) DGD directive 1330.1, 15 Feb. 
1952: 
I. PURPOSE 


It is the purpose of this directive to re- 
issue the referenced directive, with certain 
changes with respect to the sale of intoxicat- 
ing liquors in package form, other than malt 
beverages, at any camp, station, post, or 
other place primarily occupied by members 
of the Armed Forces. 

II. CANCELLATION 

Reference (a) is cancelled. 

Section 6 of the Universal Military Train- 
ing and Service Act (Public Law 61, 82d 
Congress, approved 19 June 1951) provides: 

“Sec. 6. The Secretary of Defense is au- 
thorized to make such regulations as he may 
deem to be appropriate governing the sale, 
consumption, possession of or traffic in beer, 
wine, or any other intoxicating liquors to 
or by members of the Armed Forces or the 
National Security Training Corps at or near 
any camp, station, post, 
primarily occupied by members of the Armed 
Forces or the National Security Training 
Corps. Any person, corporation, partnership, 
or association who knowingly violates the 
regulations which may be made hereunder 
shall, unless otherwise punishable under the 





or other place | 





Uniform Code of Military Justice, be deemed 
guilty of a misdemeanor and be punished 
by a fine of not more than $1,000 or imprison- 
ment for not more than twelve months, or 
both.”’ 
The National Security Training Corps 
At the appropriate time prior to the initia- 
tion of training in the National Security 
Training Corps, and based upon the recom- 
mendations of the National Security Training 
Commission, the Department of Defense will 
prescribe regulations applicable to the Corps 
for the guidance of the Military Departments 
governing the sale, consumption, possession 
of or traffic in beer, wine, or other intoxi- 
eating liquors at or near any camp, station, 
post or other place occupied by members 
of the National Security Training Corps. 


The Armed Forces 


The established policy of the Department 
of Defense with respect to the control, in 
accord with existing law, of the use of 
alcoholic beverages by members of the 
Armed Forces is to encourage abstinence, 
enforce moderation, and punish _ over- 
indulgence. This policy shall be effected by 
the necessary restrictive controls and affirma- 
tive measures. 

The restrictive controls shall recognize the 
conditions and exigencies of military service 
which shall have primary consideration; 
however, subject to these limitations such 
controls shall not discriminate against mem- 
bers of the Armed Forces to deny them the 
rights and privileges of other citizens. 

Effective liaison, contact, and cooperation 
with officials and citizens of civilian com- 
munities near our establishments shall be 
maintained to ensure adequate enforcement 
of law relative to the use of alcoholic 
beverages. 

The affirmative measures shall include, but 
not be limited to: 

Provision for wholesome recreation, enter- 
tainment, and relaxation both off and on 
station to enhance moral and spiritual well- 
being of personnel under conditions con- 
ducive to morality and temperance, with the 
initiative and assistance of local communi- 
ties and national organizations, being fully 
used in this regard. 

Provision for effective command supervl- 
sion of character guidance with emphasis on 
the harmful effects of the immoderate use 
of alcoholic beverages. The advice and 
assistance of chaplains will be sought by com- 
manders in this respect. 

The means used to carry out the fore- 
going policy cannot be reduced to a single 
set pattern which will be applicable to all 
situations and individuals. 

The control of alcoholic beverages in rela- 
tion to members of the Armed Forces is an 
important factor in personal conduct. The 
regulation of the personal conduct of mili- 
tary personnel is essentially a matter of 
military discipline. Military discipline can 
be maintained only through the channels of 
military command in which the necessary 
authority and responsibility must be vested. 

Therefore, the authority and responsibility 
for effective carrying out the policies and 
objectives of this directive will continue to 
be vested in the Secretaries of the Army, 
Navy, and Air Force for their respective 
Services, except with respect to the sale of 
intoxicating liquors, other than malt bever- 
ages, in package form. To carry out this 
responsibility, the Secretaries shall make 
and issue such regulations, and issue such 
other instructions, and adopt such other 
means as they deem appropriate in accord- 
ance with existing applicable laws. Further, 
the Secretaries shall coordinate their regula- 
tions among their respective Services to 
attain such uniformity as is consistent with 
the existing applicable states and with the 
operating conditions prevailing in the several 
Military Departments. 

Except in remote locations the sale of any 
intoxicating liquor in package form other 
than malt beverages, at any camp, station, 
post or other place primarily occupied by 
members of the Armed Forces within the 
continental limits of the United States shall 
be prohibited. Remote locations are those 
camps, stations, posts or places where it is 
determined that purchase of such liquors 
is not feasible due to distance or inadequacy 
of travel facilities, or due to circumstances 
that may make purchase from a non-military 
source otherwise not feasible. No such camp, 
station, post or place shall be determined to 
be a remote location within the meaning of 
this directive until such determination has 
first been approved by the Secretary of 
Defense. 

No purchases of intoxicating liquor for sale 
in package form, as prohibited by this direc- 
tive. other than malt beverages, shall be 
made after 1 Jan. 1954. For the purpose of 
disposing of stock on hand, the prohibition 
of the sale of intoxicating liquor in package 


form prescribed herein shall not be effective | 


until 1 Apr. 1954. 
Reports 
Regulations issued by the Military Depart- 








ments pertaining to the control of alcoholic 
beverages in the National Security Training 
Corps will have the prior approval of the 
Department of Defense. 

Regulations issued by the Military Depart- 
ments pertaining to the control of alcoholic 
beverages in the Armed Forces will be re- 
ported to the Department of Defense. 

Present regulations issued by the Military 
Departments pertaining to the control of 
alcoholic beverages will be modified in 
accordance with this revised directive. Copies 
of such modified regulations will be 
submitted to the Secretary of Defense within 
30 days. 


Pay Boost Urged, 
Chances Seen Slight 


(Continued from First Page) 
for pay raises. 

One hope for military personnel would 
be that their case could be tied to pro- 
posals for (1) a pay raise for civilian 
employees of the Government or (2) a 
pay raise for Congressmen and members 
of the Judiciary, for which latter plan 
there is strong support. 

Dr. Hannah said in his Chicago ad- 
dress that “more troublesome” than the 
matter of pay “is the nibbling away of 
some of the privileges military people 
have always enjoyed as partial com- 
pensation for the sacrifice they make in 
serving their country in uniform.” 

He cited specifically commissary privi- 
leges and medical care for dependents. 

“These are things about which some- 
thing definite can be done and steps are 
being taken towards the correction of 
some of the inequities,” he said. 

The apparent plan of the Defense De- 
partment is to safeguard fringe benefits 
and hope that this will offset the pay 
inequity. 

Many Service leaders feel that military 
personnel and their families would pre- 
fer a clear-cut policy on fringe benefits 
to a pay raise. 

The Defense Department showed that 
it intends to fight for the fringe benefits 
when Defense Secretary Charles E. Wil- 
son approved a liberal policy for main- 
taining commissaries. 

Additionally, Mr. Wilson has promised 
a more equitable plan for family medical 
care. 

It is to be noted, however, that fringe 
benefits to be safeguarded actually cost 
the government little or no money. 


Five NATO Nations Adopt 
U. S. Lightweight Cartridge 


Five of the 14 NATO nations are now 
prepared to adopt as standard small arms 
ammunition the new .30 caliber (7.62mm) 
lightweight cartridge developed by the 
U. S. Army Ordnance Corps, it was an- 
nounced on 15 Dec. by the Department 
of Defense. 

This decision was reached by Belgium, 
Canaada, France, the United Kingdom 
and the United States as the result of 
extensive tests and close cooperation 
among the five countries, the Pentagon 
said. 

These tests showed conclusively that 
there is no significant difference in the 
performance of 7mm and .30 caliber 
(7.2mm) rounds which were tested. 

Decision to adopt the .30 caliber 
(7.662mm) round was based primarily on 
the overall problem of retooling require- 
ments and weapons production facilities 
in each country concerned. 

Since adoption of either the .30 caliber 
(7.662mm) or the 7mm cartridge would 
necessitate retooling by Canada and the 
United Kingdom, and adoption of 7mm 
would require retooling by all five coun- 
tries, it was agreed that the most ad- 
vanced .30 caliber (7.62mm) ammunition 
will be adopted as standard. 

The North Atlantic Treaty Organiza- 
tion has approved the recommendation 
that this new ammunition be adopted as 
standard for NATO use. The five nations 
which cooperated in the solution of this 
problem have jointly invited any other 
NATO nation to adopt it. 

The Defense Department said the pro- 
duction of lightweight automatic rifles 
for troop trials to use the new ammuni- 
tion will commence relatively soon. How- 
ever, production of present standard 
small arms ammunition will continue in 
view of the large stocks of existing rifles 
in the hands of friendly nations as well 
as the agreeing countries. 

















Air Sec’y Tells Plans, 
Hails Role of SAC 


Secretary of the Air Force Harold ¢ 
Talbott said this week that the Air Forge 
would reach 127 wings by 30 June 195¢ 

Speaking 16 Dec. at a Dayton, O., Cham. 
ber of Commerce dinner marking the 
50th anniversary 
of powered 
flight, Mr. Taj. 
bott said the Ajr 
Force has 109 
wings now and 
expects to ex. 
pand to 115 
wings by the end 
of June, 1954, 

“The Air Force 
has also moved 
rapidly to devel. 
op and is now 
re-equipping its 
wings with new 
and modern jet 
aircraft,” he de 
clared. ‘‘To. 
day propeller-driven aircraft other than 
our heavy B-36s are becoming scarce. In 
another couple of years our Air Force 
will be a jet Air Force.” 

Secretary Talbott asserted that the 
B-29 and B-50, which he described as the 
Strategic Air Command’s “work-horses,” 
are rapidly becoming obsolete and will be 
completely replaced by B-47 stratojets by 
the end of 1955. By 1956, he stated, B-% 
superbombers will have been replaced by 
“magnificent” new eight-jet B-52 heavy 
bombers. 

Secretary Talbott praised the Strategic 
Air Command as the “deterrent influ 
ence” which “constitutes the balance of 
power” between the free world and the 
Communists. 


He said that priority in defense plan- 
ning should be given to the SAC and the 
Air Defense Command because they rep 
resented the means of blunting an enemy 
attack and then striking back. 

“The Strategic Air Command of the 
United States Air Force constitutes our 
retaliatory striking force,” he asserted. 
“We must keep combat ready and must 
provide it with the best aircraft, weapons, 
and equipment, that our American sci- 
ence and industry can devise. The exist- 
ence of the capability for prompt and 
overwhelming retaliation, which our Stra- 
tegic Air Command represents, serves to 
preclude the outbreak of a major war.” 


This retaliatory force is necessary, he 
said, to convince the Soviet “beyond any 
doubt” that war with the United States 
would “involve massive retaliation 
against their own homeland.” 

“The defense of this country is em 
trusted to our Air Defense Command,” 
he said. “It is rapidly re-equipping its 
units with new jet all-weather fighters. 
We now have more than 50 fighter squa¢é 
rons charged with the defense of the 
United States stationed throughout the 
country. These units are about 80 per cent 
re-equipped with jet all-weather fighters.” 

Secretary Talbott said the Air Force 
has the capacity to deliver “in a single 
instant” more firepower than has been 
expended in all warfare since the invel- 
tion of gun powder. ; 

“Unfortunately,” he added, “the United 
States does not have a monopoly of this 
awesome new weapon nor of the air pow: 
er needed for its delivery.” 

With the knowledge that the Soviet 
Union has developed massive weapons and 
the means of delivering them, Secretary 
Talbott said the fundamental question 
arises as to what is the proper force struc 
ture to be maintained by the Armed 
Forces. 

“I will not presume to discuss. . . nor 
pass on what might be the proper force 
for either our Army or our Navy,” he 
stated. “However, I do want to make this 
observation. Air power is our frontline 0 
defense today. Experience has shown us 
that armies in the field and fleets on the 
high seas are helpless and doomed to de 
feat unless the skies above them are cor 
trolled by friendly airpower. However 
defensive force alone do not constitute 
true air power.” 


Talbott 


Sec. 





Looking for something? Want to dispo% 
of something? Use and read the Army, N8¥ 
Air Force Journal’s classified advertisement 
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Coast Guard Acad. Sports 
The following is the Winter Sports 
Schedule at the U. S. Coast Guard Acad- 
emy : 
Basketball 
4 Dec.—Wesleyan U. and Frosh—Away. 
11 Dec.—Amherst College—Home. 
9 Jan.—Univ. of Mass. and Frosh—Away. 
® Jan.—Norwich Univ.—Away. 
16 Jan.—M.1.T.—Away. 
2 Jan.—Queens College—Home. 
93 Jan.—Wesleyan U. and Frosh—Home. 
29 Jan.—R.P.I.—Home. 
30 Jan.—Northeastern—Away. 
6 Feb.—Williams—Home. 
12 Feb.—Trinity and Frosh—Away. 
13 Feb.—Kings Pt. Merchant Marine—Home. 
19 Feb.—Bowdoin—Away. 
20 Feb.—Colby—Away. 
% Feb.—Clark—Home. 
97 Feb.—Worcester—Away. 
5 Mar.—Trinity and Frosh—Home. 
Head Coach—N. W. Nitchman 
Captain—Cadet G. B. Erekson 
Manager—Cadet R. L. Guibord 
Swimming 
9 Jan.—Amherst—Home. 
16 Jan.—M.1I.T.—Home. 
23 Jan.—Wesleyan—Home. 
30 Jan.—Tufts—Home. 
10 Feb.—Connecticut—Away. 
13 Feb.—_USMMA—Home. 
19 Feb.—Massachusetts—Away 
27 Feb.—Worvester—Home. 
2 Mar.—Trinity—Away. 
Head Coach—W. I. Newton 
Captain—Cadet M. T. Brock 
Manager—Cadet E. J. Mayer 


Wrestling 
5 Dec.—M.I.T. and Frosh—Away. 
11 Dec.—Wesleyan and Frosh—Home. 
9 Jan.—Amherst—Home. 
16 Jan.—Boston U. and Frosh—Home. 
22 Jan.—USMMA—Away. 
30 Jan.—Springfield—Away. 
13 Feb.—Williams—Home. 
20 Feb.—Tufts—Home. 
67 Mar.—New England Colleges Champion— 
at Amherst. 
Head Coach—Lt. R. A. Mattila 
Captain—Cadet A. E. Reif 
Manager—Cadet E. A. McGee 
Trainer—A. H. Steele, HMC 


Col. Keating Comds. 223d 


Col. John W. Keating has been named 
commanding officer of the 223d Infantry 
Regiment in Korea, it is announced by 
Maj. Gen. Ridgely Gaither, CG of the 40th 
Infantry Division. 

In taking over the post, Colonel Keat- 
ing replaces Col. Curtis J. Herrick, now 
with the Korean Military Advisory 
Group. Lt. Col. Karlton Warmbrod, who 
commanded the regiment during the 
interim, will remain as the executive of- 
ficer of the 223d. 

Colonel Keating’s wife Beatrice and 
two sons, Michael, 18, and Patrick, 10, 
make their home at Mill Apartments, 
Carlisle, Pa. 


Lt. Col. Willoughby, PIO 

General Maxwell D. Taylor, Eighth 
Army CG, this week named Lt. Col. Jess 
Willoughby as public information officer 
and spokesman for the Eighth Army. 

Colonel Willoughby, who served in the 
Department of the Army Office of Public 
Information before going to Korea, has 
been commander of the 3d Bn of the 15th 
Inf. Regt. of the 3d Division in Korea. 











Residents Graduate at 


Walter Reed 


Graduation exercises were held 12 
Dec. at Walter Reed Army Medical Cen- 
ter for 18 medical officers completing resi- 
dency and intern training at the Center’s 
hospital component. 

Included in the group who received cer- 
tificates from the Center’s Commanding 
General, Maj. Gen. Leonard D. Heaton, 
MC, are 15 residents and three interns. 

Residents and their medical specialties 
were: Col. Sanford W. French, III, Thoracic 
Surgery; Lt. Col. Leonard J. Bisaccia, Radl- 
ology; Lt. Col. Joseph W. Thomas, Physical 
Medicine; Lt. Col. Wistar L. Graham, Neuro- 
Surgery; Lt. Col. Donald Campbell, General 
Surgery; Maj. Thomas T. Glasscock, Psychi- 
atry, and Maj. Longstreet C. Hamilton, Radi- 
ology. 

Also Capts. Stanley Newman, Eugene A. 
Rosenberg, and Vernon M. Smith, Internal 
Medicine; Capts. Lester D. Johnson, jr., and 

obert L. Sherman, Obstetrics and Gynecol- 
ogy; Capt. Gerald J. Schwab, Ophthalmology, 
Capt. George S. Woodard, jr., Orthopedic 
Surgery, and Capt. Nelson R. Blemly, Radi- 
ology. 

Interns graduated were 1st Lts. Dolphin 


. Overton, Geral 
lan K. Gicenae d D. N. Bryant, jr., and 











President And All Armed Services Take 
Part in Golden Anniversary of Flight 


The year-long observance of the Gold- 
en Anniversary of Powered Flight was 
climaxed this week by a four-day cele- 
bration at Kitty Hawk, N. C., and a mam- 
moth banquet on 17 Dec., at the Hotel 
Statler, Washington, D. C. 

Principal speakers at the Wright Gold- 
en Jubilee dinner, sponsored by the Aero 
Club of Washington, were President 
Eisenhower and General James H. Doo- 
little, national chairman of the observ- 
ance. The President presented the Na- 
tional Aeronautic Association’s Wright 
Brothers’ Memorial trophy to Representa- 
tive Carl Hinshaw (R-Calif). 

General Doolittle told the audience of 
1700 that increased air power will main- 
tain peace and strengthen the domestic 
economy. He said for continued growth 
there should be increased public under- 
standing of aviation, improved airports 
and a realistic long-term program of air- 
craft development and procurement. 

The four-day celebration at Kitty Hawk 
saw all phases of aviation participating 
in special tributes to the Wright Brothers, 
other pioneers and private flyers, the 
aviation industry and the military serv- 
ices. It was sponsored jointly by the Kill 
Devil Hills Memorial Society, the Nation- 





al Park Service, the Air Force Associa- 
tion and the North Carolina 50th Anni- 
versary of Powered Flight Commission. 

Plane development was demonstrated 
when a 1912 pusher-type plane re-enacted 
the first flight over the Wright Brothers’ 
original course, followed by modern jet 
fighters breaking the sound barrier. 

The first day of the celebration, 14 Dec., 
was Pioneers and Private Flyers Day, 
with many “old-timers” on hand. The 
15th was Industry Day, with special em- 
phasis on the contributions to aviation 
development made by airlines, aircraft 
manufacturers and suppliers. The mili- 
tary services were spotlighted on 16 Dec., 
Defense Day, and the final day was set 
aside as Anniversary Day, stressing all 
phases of aviation. 

On Defense Day, planes from the Air 
Force, Coast Guard, Army, Navy and 
Marine Corps teamed up to pay tribute 
to the first flyers. 

In the morning, General George C. 
Kenney, USAF-Ret., President of the Air 
Force Association, placed a wreath at 
the foot of the Wright Memorial. A me- 
morial formation of USAF F-84 Thunder- 
jets then made a low level pass over the 
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area in memorial formation. Two posi- 
tions were vacant in each arm of the 
close-knit V formation, representing 
“missing buddy” spots for Orville and 
Wilbur Wright. 

Later, an airpower fly-by was con- 
ducted by planes of the four major serv- 
ices, and the Coast Guard (Elizabeth City 
Air Station) gave a demonstration of air 
rescue work. A four-man Air Force Thun- 
derbird team followed with an exhibition 
of precision flying. 

At a luncheon in Nags Head, N. C., As- 
sistant Secretary of Defense Donald A. 
Quarles led the Armed Services in their 
tribute. He described the manner in which 
the airplane has changed military geog- 
raphy. Mr. Quarles said it “has not only 
revolutionized the art of war but has 
completely changed the relationships of 
the nations of the world.” 

General Kenney called for continued 
strengthening of U. S. air might. He said 
the Wright Brothers placed the nation 
in the forefront of aviation 50 years ago 
and “If we sincerely wish to honor their 
memory we will see to it that we stay on 
top.” 








Keep up to date—subscribe and resubscribe 
to the Army Navy Air Force Journal. 
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===—=SCHOOL AND CAMP DIRECTORY 


The Schools and Camps listed below are effectively equipped to care for the educational and 
recreational needs of the children of members of the services and this Directory is recognized as an 
authentic and reliable aid to service parents in solving the problem of child education. For 
details as to the Schools listed in this Directory address them directly or communicate with the 
Army Navy Air Force Journal Dept. of Education, 1711 Conn. Ave., Washington 9, D. C. 
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ALABAMA 


GEORGIA 


NEW YORK (Cont.) 








MARION INSTITUTE 


111th year. Accredited Junior College, 4-year 
High School. Special preparation for An- 
napolis, West Point. Senior R. O. T. C. unit. 
Sports. Accelerated program. Summer se 
mester, Write for catalog. President, Marion 












MILITARY 
ACADEMY 


EORGIA 


8 miles from Atlanta—Winter and summer 
school. R.O.T.C.—Ilighest government rat- 
ing. Accredited. Prepares for all colleges and the na- 
tional academies. Separate Junior School, first thru 
seventh grades, limited to 100 boarding cadets. Post- 
graduate course. Reading Clinic, completely equipped 
with electronic apparatus, under supervision of a reading 





%* THE MANLIUS SCHOOL * 
Accredited college preparatory and 7th and 
8th grade. Military ROTC. Ski platoon. Tu- 
torial assistance included. Close supervision 
of study. Students grouped by scholastic 
ability. Fall, winter, spring sports. 125 acre 
campus. For ‘Tutorial Method’’ and cata- 
log, address: 
ROBERT M. WEEKS, Dir. of Admissions, 
MANLIUS SCHOOL, MANLIUS, N. Y. 


























Institute, Box J, Marion, Alabama. expert. Al] major sports. Aviation. Cadets live in small 
groups with their teachers. Moderate rates. Write Col. 
W. P. Brewster, College Park, Ga. 
PENNSYLVANIA 
CALIFORNIA ILLINOIS 
MT, LOWE MILITARY ACADEMY * Since Boys taught how to study in homelike atmosphere. 
1838 Grades 5-12. Accredited. Remedial reading. Sports 
BOYS 8-14 and activities for each boy. Wholesome dorm life. 


prone MN A ane Training 
cored it cademie nin 
Jr. Military Training, Cadet Unit Approved by State 
Adjoiant General 
Athletic & Recreational Activities 
5 Per Month 
” Altadena, Calif. SY 4-5079 


Maj. J. H. Dargin, President 


608 W. Paim St. 
Dept. A 








DIST. OF COLUMBIA 


® THREE-YEAR PREPARATORY SCHOOL ® TWO- 
YEAR COLLEGE FOR TRANSFER. Spectal Vacation 
and Tuition Plan for Service Daughters. Personal at- 
tention in a small school. Strong academic program; 
300 acres, riding, indoor pool. Near St. Louis, 444 
hrs. from Chicago. Write Box 353N. Alton, Illinois. 










Country setting, in historic section of Pennsyivanie 
near New York City and Philadelphia. Non-sectarian. 
Summer session. 79th year. Write for catalog. 

Stephen A. Roberts, Heodm., Pennsburg, Pa. 








SOUTH CAROLINA 








MAINE 








CONTINENTAL SCHOOLS, INC. 


Free Information on Schools and Comps 


Let us kelp you with the problem of selecting s school, 
college or summer camp for your son or daughter. There 
service. Visit or write for more 


Lt. Col. H. R. Brewerton, USA, Ret'd., Director 
1029 Vermont Avenue, N. W., Washington, D. C. 
Telephone: ME 8-4775 
SOOHSHSHOSSSSSSSSSHSSSSSHSSESSES 


SULLIVAN SCHOOL 


Effective preparation for West Point, Annapolis, Coast 
Guard Academy and all colleges. 1953 students won 
3 of the top 4 Army Presidentials and 3 of the top 5 
Navy Presidentials. 100% National Guard and Sons of 
Deceased Veterans accepted. 96% passed the West Point 
examinations and 92% passed Navy examinations. Ww. P. 
Advanced Course a. eee sf New of “anne 
Course begins Ap’ 5. ‘atalog. en 5 . 
U.8.N.A. . Box J, 2107 Wyoming Ave., N. W.» 
Washington 8. D. C. 











COLUMBIAN 


"The Service-Academy Prep"’ 

cep eNr nee Schadman’s.” 

erly also known as “Puli’s’ and as “* 5 

aoe preparation for all Service academies and ci- 

vilian colleges. 1953 student's record academic exams: 

W.P., 199% passed: 100% .. N.G.. 8.D.V._ won 

appoint. Annapolis 95% passed: 199% Pres., S.NV., 

passing NR (1 NR failed) won appoint. Kings Point, 

Coast Guard, ee | a appoint. Special Review 
Courses January & ‘ehruarr. 

Box A, 181! Biltmore St., N.W., Washington 9. D. C. 











KENTS HILL PREPARATORY SCHOOL 
Kents Hill, Maine 


Founded 1824. Co-educational. College 
ots poreogad secretarial, pre-nursing. All 
athletics, Crafts poem. winter sports. 
Carefully planned social program. Fam- 
ily life atmosphere. For catalogue write 


Box K, W. W. Dunn, Headmaster. 











CARLISLE MILITARY SCHOOL 


Develops manly men through cultivation of 
physical, mental, spiritual qualities. Small 
classes. Pre-Aviation course. Boys from 20 
States. All sports. Cadet Band. Non-sec 
tarian. Also sub-freshman dept. 7th-8th 
grades. Rates $790. Catalog on request. 
Col. Jas, F. Risher, Headmaster, Bamberg, S. C. 























VIRGINIA 
NEW YORK FORK UNIO 
ore Ma aa 
B Rk A D E N 1883 Ve best environment, f accredited. 


CORNWALL-ON-HUDSON, N. Y. 
Thorough preparation for West Point, Annapolis, 
and College in healthful environment. Five miles 
from West Point. Second semester begins Jan. 4, 
advanced courses, March 15th and April 5th. 

LT. GERALD J. SULLIVAN, Ret., Principal 
H. VINCENT VAN SLYKE. Executive 











LADYCLIFF COLLEGE 


HIGHLAND FALLS (Adjoining West Point) 
CONDUCTED BY SISTERS OF ST. FRANCIS 


OFFERS 8.A. and B.S. DEGREES 
LIBERAL ARTS, COMMERCE 
EDUCATION, TEACHER TRAINING 
Resident and Day Students 
Write ter Catatog or Call Hightand Falls 6-2080 














ry ully 
Highest War Dept. rating. R.O.T.C. Dis- 
tinguished clientele. Moderate rates. Grades 
812. Separate Junior School, Grades 1-7. 


Dr. J. C. Wicker, Box J, Fork Union, Virginie 








STAUNTON 


where character Is formed 





COURSE RESERVE OFFICER TRAINING 


by U.S. Army Instructors 





x & ke k * 
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_ SERVICE FAMILY NOTES _ 








Harris & Ewing 


MRS. ROBERT OWENS CARTER, 

daughter of Lt. Gen. and Mrs. 

Bryant LeMaire Boatner, USAF 

was Miss Emily Jane Boatner be- 

fore her marriage on 18 Dee. at 

tolling AFB, DC, to Lieutenant 
Carter. 


HE Officers’ Club at the Naval Gun 

Factory was the scene Wednesday of 
a gay party given by the Deputy Chief 
of Naval Operations, Vice Adm. Roscoe 
FE’. Good, and Mrs. Good. The coming 
Wednesday is the day set for another 
party by the Commandant of the Indus- 
trial College of the Armed Services, Rear 
Adm. Wesley McL. Hague, and Mrs. 
Hague, who are looking forward to a gay 
Christmas Holiday with their family. 
Midshipman John Douglas Hague arrives 
tomorrow from the U.S. Naval Academy 
ind Mr. and Mrs. Hague, jr., will come 
during the week from their home in Con- 
cord, Mass. Chrisimas dinner will be 
shared by Mrs. Hague’s mother, Mrs. 
DeWitt Clinton Regrave, Comdr. and 
Mrs. John M. Reade of Arlington with 


HOTEL 
DIRECTORY 








@ WASHINGTON, D. C—— 





ATTEN - SHUN] 


10% off 


To Service Personne! at 


‘BURLINGTON HOTEL 


Centrally Located 
ge Smart Lounge-Cafe @ Friendly Service 
®@ Attractive Transient Rooms with Bath 
@ Furnished Apartments @ Moderate Rates 
Gen. Mgr. Hudson $. Moses 
U. S. Naval Reserve 
1120 Vermont Ave. 


Washington, D. C. 








HOTEL MARTINIGUE 
SIXTEENTH STREET AT M 
WASHINGTON, DO. C. 

Near to War & Navy Bulldings 
10 PER CENT REDUCTION in room rates to Serr 
fee Personnel on active duty. All rooms with bark 


Write Mer. For Detailed Information 








MISS AURIA NAN VALENTINE, 
whose parents, Col. and Mrs. Chas. 
Howard Valentine of Ft. Sam Hous- 
ton, Tex., have announced her en- 
gagement to Lt. William David } 
Wooldridge, son of Col. William 
Fremont Wooldridge, USA-Rei., | 
and Mrs. Wooldridge, of San An- 
tonio. 


their children: John, jr., Robert, Pris- 


cilla, and Corinne. Commander Reade 
due Sunday from his duties at sea. 


Adm. & Mrs. Solomans Entertain 


Rear Adm. and Mrs. Edward A. Solo- 
mans are planning an eggnog party for 
Christmas Eve to be enjoyed by their 
son, Midshipman Solomans, jr., who 


arrives home today to stay ’til 4 Jan., 


and by Miss Ann Solomans, their daugh- 


ter, who spent last week-end in 
Annapolis. 

Miss Solomans is to be a bridesmaid 
today at the wedding of Miss Sandra 
Witty of New York, who becomes the 


bride of Lt. (jg) Frederick James Bear 


at the Naval Chapel at Nebraska Ave., 
with a reception at Bolling AFB Officers’ 
Club. 


Ordnance Ladies Meet— 
The Ordnance Ladies’ Card Club held 


its Christmas meeting Wednesday, 16 


Dec., at the Army-Navy Country Club. 
Mrs. John G. Zierdt and Mrs. Floyd A. 
Hansen were the hostesses. Mrs. William 
J. Crow is the new President, replacing 
Mrs. T. A. Weyher, who is leaving with 
her family for their new station. 


Bushbees Move— 


Brig. Gen. and Mrs. Charles Busbee 
moved the past week-end into their new 
home, 308 Sky Hill Road, Axelandria, 
Va. Recently back from a tour of duty 
in Germany, they look forward to a house 
warming, when finally settled after the 
holidays. 





—_ -_——_ 


SAVE on your hotel bill 
in NEW YORK 
At the 1200-room Henry Hud- 
son Hotel, Army, Navy and Air 
Force personnel are guaranteed | 
minimum rates of $4 single and 
$7 double. Free use of swim- 
ming pool and other recrea- 


single $4 to $6, double $7 to 11. 


All rooms with both. 


Peng Pudson | 


HOTEL 


John Paul Stack, General Manager 

















A 
tional facilities. Regular rates 
) 


353 West 57th Street, New York 19 











Christmas Tea— 

Brig. Gen. Thomas J. DuBose, com- 
manding general of the Air Rescue Serv- 
ice, and Mrs. DuBose entertained at a 
Christmas tea yesterday at their Wood- 
acres, Md., home. 

Presiding at the tea table with Yule- 
tide decorations were Mrs. Wallace S. 
Dawson and Mrs. Lloyd A. Humphreys. 


Col. & Mrs. Hardy Settled— 

Col. Clarence W. Hardy, MC, USA-Ret., 
and Mrs. Hardy have moved into their 
new home at 411 West Willow, Norman, 
Ill. Their two sons, Periam and Tommy 
accompanied them. David is a junior 
at Kansas University. Colonel Hardy was 
commanding officer of USAH, Ft. Jay, 
N. Y., and retired on 30 Nov., after 24 
years’ service. He is now Director of 
University Health Service at Illinois 
State Normal University. 


Holiday Guests— 

Brig. Gen. Joseph E. Harriman, USA- 
Ret., and Mrs. Harriman of Sarasota, 
Fla., will have as their guests for the 
holidays their son-in-law and daughter, 
State Senator and Mrs. Hastings Keith, 
and their daughters, Helen and Carolyn, 
of West Bridgewater, Mass. 


Transportation Corps Party— 

Over 300 officers of the Transportation 
Corps and their ladies enjoyed dinner and 
dancing at Fort Lesley J. McNair Officers’ 
Club on Friday, 18 Dec. 

This was the annual Christmas party 
planned by the Transportation Corps 
Women’s Club to provide special greet- 
ings to newly arrived officers and their 
wives as well as those who are soon to 
depart. 

Heading the receiving line was Brig. 
Gen. Paul F. Yount, acting Chief of 
Transportation and Mrs. Yount. Also 
zreeting the guests were: Maj. Gen. (Ret.) 
and Mrs. Frank A. Heileman, Brig. Gen. 
and Mrs. Bertram F. Hayford, Brig. Gen. 
and Mrs. Harold T. Miller, Brig. Gen. 
Frank A. Besson, CG of Ft. Eustis, Va., 
and Mrs. Besson and Lt. Col. and Mrs. 
Cc. V. Christianson. Mrs. Christianson is 
President of the Women’s Club. 

Col. and Mrs. J. J. Lane were in charge 
of general arrangements. 

The decorating committee headed b) 
Col. and Mrs. Herbert L. Phyfe consisted 
of Col. and Mrs. Judd Russell, Col. and 
Mrs. James Glore, Lt. Col. and Mrs. Rus- 
sell Humphreys, Lt. Col. and Mrs. Car! 
G. Schone and Lt. Col. and Mrs. Thos. L. 
i-arrigan. 

Lt. Col. and Mrs. Harmon J. Pippin, jr., 
vere in charge of hospitality and were 
assisted by Lt. Col. and Mrs. Albert 
Chandler, Lt. Col. and Mrs. Raymond C. 
Conroy, Maj. and Mrs. Walter J. Flani- 
gan, Capt. and Mrs. K. W. Schoenwether 
and Capt. and Mrs. Walton A. Rutledge. 

General and Mrs. Besson were the house 
guests of Col. and Mrs. Harley D. Brown 
of Hunting Towers. 





The bride attended St. 
and George Washington Uni. 
7, and Lieutenant Carter attended 
Washington and Lee University 

The couple will make their home in 
Oklahoma City, Okla. 


the son of Col. 


MORIN-MILLER- 
liam Hart Miller announce the engage 
ment of their daughter, 
to Lt. (jg) Gene Douglas Morin, USN, son 
r. and Mrs. Russell Lefever Morin 
of Newark, Ohio. 

Miss Miller was 


Lieutenant Morin is a 
U. S. Naval Academy, 
wedding will take place in February 


THOMPSON-PERSON 
at West Point, 
scene of a small but impressive wedding 
when Miss Constance 
N. Y., became the 


ceremony on 4 Dec, 
Person of Hartsdale, 
bride of Lt. Fred K. Thompson. 

Miss Person was gowned in ice blue, 
ankle length taffeta and carried white 
She was given in 
Ralph Boarts. Miss 
(Continued on Next Lac 


ind carnations. 











48 YEARS SERVING THE ARMED FORCES 


SPECIAL SAVINGS 
ON FINE FURNITURE 


Nationally Known Brands of 
Modern and Traditional Furniture 


HUTCHISON’S 


2021 Fourteenth St. N. W. 
Washington, D. C. 








Store Hours Free Parking 
Sat. ‘til 6 Cer. 14th & W Sts. 
9 A.M. ‘tH 9 P.M. N. W. (Texace Statien) 








Weddings and Engagements 


T. Gen. and Mrs. Bryant LeMair, 
of Bolling AFp 
Washington, D. C., ” announce the mar. 
riage on 18 Dec. of their daughter, Mix 
Emily Jane Boatner, to Lt. Robert Owen; 
Carter, USAF, son of Mr. and Mrs, Pay 
Owens Carter of Washington, D. c 

Maj. Gen, Charles L. Carpenter, Chie, 
Air Force Chaplains, officiated at th. 
ceremony which took place in the Bolj. 
ing AFB Chapel. 

Given in marriage by her father, the 
bride wore a gown of Chantilly lace oye, 
nylon tulle with a pearl-trimmed cap of 
the same lace and a fingertip-length vei 
She carried a bouquet of white poip. 
settias and a white orchid. 

The bride’s sister, Miss Edith Boatner 
was maid of honor, and the bridegroom 
sister-in-law, Mrs. John Paul Carter, wa; 


Lieutenant Carter’s father, Mr. Pay 
O. Carter, was best man. Ushers were 
Dr. John P. Carter, Mr. Edward Dunkel. 
berger, Mr. Richard McCoy, Lt. Wayne 
, USMC, and Lt. George S. Bos. 


Following the ceremony, a reception 
was held at the Bolling AFB Officers 


Agnes, Hollins 


WOOLDRIDGE - VALENTINE — Col 
and Mrs. Charles Howard Valentine of 
Ft. Sam Houston, Tex., announce the en- 
gagement of their daughter, Auria Nan 
to Lt. William David Wooldridge, also of 
Ft. Sam Houston. Lieutenant Wooldridge 
i and Mrs. William 
Fremont Wooldridge, USA-Ret., of San 


g will take place 30 Jan. 


and Mrs. Wil- 


Mary Elizabeth, 


a member of the 1949 


Furman Uni- 


graduate of the 


Class of 1950. The 


The Cadet 
N. Y., was the | 


ORLEANS, FRANCE - 
Families of US Army per 
sonnel of the US Comme 
nications Zone help cement 
Franco-American relations 
Enjoying American style 
sandwiches and soft drinks 
at a party sponsored % 
. by the Orleans Chap 
Pan-Hellenic Society, 
. to R: Capt. Anne 
Doering, WAC, a member 
of Tri - Delta Sorority; 
Mme. Maxine Roux, wifed 
the Prefect of the Frenel 
Department of Loiret, Mn. 
Cary B. Hutchinson, wile 
Colonel Hutchinsea, 
Communication! 
Zone Chief of Staff, snd 
Mrs. T. F. Spencer, wife ¢ 
Colonel Spencer, Commt 


Zene Engineet 
Division. 


Comspslets WMIFORMS 204 


ACCESSORIES For The OFFICER 
and ENLISTED MAN . 


MILITARY 

CATALOG 

of Compiete — 7 and accessories 
— Lo Discounts @ 

servicemen. 

MONARCH ‘MitiTaRy” PRODUCTS co. Ing, 

Dept. 106 233 W. 42 St., New Y¥ 36, N. 
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‘ Weddings and Engagements | 


(Continued from Preceding Page) 
Sandra Person, sister of the bride, served 
as maid of honor. 

Lt. Richard Ernst attended the groom 
4s best man and the ushers were Cadet 
w. J. Weafer and Cadet L. B. Thack- 
wray, USMA. Chaplain F. E. Pulley per- 
formed the ceremony. 

The bride is the daughter of Mrs. Carl 
Person and the late Mr. Person of Harts- 
dale, N. Y. The bridegroom’s parents are 
Mr. and Mrs. Fred B. Thompson of Louis- 
ville, Ky. Lieutenant and Mrs. Thompson 
will be stationed at Camp Edwards, Mass. 








| 
| 





Hag, 


MRS. PETER INMAN TORMEY 

was Miss Mitzi Katherine Haynes, 

daughter of Brig. Gen. and Mrs. 

Loyal M. Haynes, of Camp Pickett, 

Va., before her marriage there on 
7 Dec. to Mr. Tormey. 


TORMEY-HAYNES—At 
eremony 7 Dec., in the Main Post 
Chapel, Camp Pickett, Va., Miss Mitzi 
Katherine Haynes, daughter of Brig. Gen. 
ind Mrs. Loyal M. Haynes, CG of Camp 
Pickett, became the bride of Mr. Peter 
Inman Tormey, son of Mr. and Mrs. Don- 
ild Tormey, Menlo Park, Calif. 

Chaplain (Maj.) Daniel O. Wilson offi- 
‘iated at the ceremony. 

The bride, given in marriage by her 
father, wore a dress of candlelight silk 
taffeta, fashioned with a portrait neck- 
line outlined in guipure embroidery and 
pearls. The full skirt had a wide, cir- 
cular train. She wore a veil of imported 
illusion caught by a cloche of illusion em- 
broidered in pearls and carried white 
orchids, 

Sister of the bride, Mrs. Kenneth James 
Kerr from Alexandria, Va., was the ma- 
tron of honor and Miss Marianne Haynes, 
ilso a sister of the bride, was maid-of 
honor. Miss Carol Boldt of Chicago was 
i bridesmaid. 

Michael Tormey, Menlo Park, brother 
of the bridegroom, served as best man. 
Groomsmen were Maj. Kenneth James 
Kerr, Alexandria, Va., and Lt. Kenneth 
R. Ebner, Aide-de-Camp, Camp Pickett, 

. Ushers were Maj. Henry W. Gomez, 
Camp Pickett; Lt. Thomas Sharp, Camp 
Pickett; and Lt. John McColl, Menlo 
Park, Calif. 

The bride is a member of Delta Delta 


a double ring 


Delta National Sorority and attended the 





FT. MeCLELLAN, ALA. Newly elected club officers of the Officers Wives’ Club are, 


Sarah Dix Hamlin School in San Fran- 
cisco and Knox College in Galesburg, 
Ill. She also studied in Europe for sev- 
eral years. 

Mr. Tormey attended San Mateo Jun- 
ior College and the University of Colo- 
rado. 

Following a leisurely trip west, the 
young couple will make their home in 
Cupertino, Calif. 


READ-FORD—Mr. and Mrs. Austin W. 
Ford, of Detroit, Mich., announce the en- 
gagement of their daughter, Joan Cathe- 
rine, to Midshipman Richard R. Read, 
son of Mr. and Mrs. Ernest J. Read, of 
Gowanda, N. Y. 


WACS Fete Youngsters 

@ THIRD ARMY HQ., FT. McPHERSON, 
vA. The 78 Negro children in the Carrie 
Steele Pitts Ornhanage in Atlanta were guests 
of the Ft. McPherson WAC Detachment, 
commanded by Capt. Gwendolyn Williams, 
at a Christmas party 16 Dec at the Or- 
phanage. 

The WAC Detachment, with approximately 
as many members as there are children in 
the Orphanage, has volunteered to see to it 
that Santa Claus visits each one of the chil- 
den on Christmas morning, and they are now 
busy rounding up the items to fill the 
Christmas stockings to overflowing. 


@ ALA POLY INST, AUBURN, ALABAMA. 
Members of Auburn's Army Detachment were 
presented awards for service in Korea by 
Col. Walter J. Klepinger, PMS&T, at a re- 
view of the Corps of Cadets. 

Capt. Andrew W. Lamar, jr., Armor, was 
awarded the Air Medal for services as an ob- 
server while a member of the 7th Infantry 
Division in Korea. 

M/Sgt. William M. Walls, Arty., was 
‘warded the Army Commendation Ribbon 
for services while serving with Hqs. Battery, 
I Corps in Korea. 
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INDUSTRIAL COLLEGE students’ wives held a tea 10 Dec. in honor of Mrs. W. McL. 

Hague, wife of the Commandant. Left to right, front row: Mrs. W. W. Brown, Mrs. 

O. J. Ritland, Mrs. W. McL.. Hague, Mrs. C. J. Martin, and Mrs. D. B. Diehl; second 
row: Mrs. B. M. Hovey and Mrs. L. J. Greeley. 





Notes from Posts, 


Stations, and Bases 





@ ISTANBUL, TURKEY. Members of the 
JAMMAT Woman's Club in their recent elec- 
tion of Officers, chose the following to serve 
on the Executive Board: 

President, Mrs. Frank Bewley; Vice Presi- 
dent, Mrs. Walter Jerige; Recording Secre- 
tary, Mrs. Ed Chapman; Corresponding Sec- 
retary, Mrs. Frederick Wright, jr.; Treas- 
urer, Mrs. Mario Galassi: and Assistant 
Treasurer, Mrs. Fred Capio. 

Honorary President is Mrs. Dallas Haynes. 
Selected to serve as Chairmen and members 
of the Board of Directors were: 

Hospitality, Mrs. Joe DePalma: Special 
Activities, Mrs. Willam Mullin; Publicity, 
Mrs. Frederick Wright, jr.; Children, Mrs. 
Charles Roark; Welfare, Mrs. William Ben- 
nett; and Ways & Meanas, Mrs. Steve Diehl 
and Mrs. Charles Lockton. 

The Welfare Committee sponsored a Xmas 
Party for the 34 Christian girls (ages rang- 
ing from 3 to 16 years), of the Bebek Or- 
phanage. 


@ CAPTIEUX, FRANCE. U.S. and French 
Army officers recently joined in ceremonies 
opening a new 4.8 mile rail spur into the 
giant Captieux Ordnance Depot. 

The spur, which will result in greater 
efficiency in off-loading, is expected to save 
thousands of dollars annually. It will enable 
the depot to off-load for the same money 
an estimated seven times the amount of am- 
munition previously handled. 

Col. William F. Kaiser, commanding of- 
ficer of the depot, cut the ceremonial ribbon 
officially opening the track. Other U. S. of- 


ficers attending included Col. Hans W. 
Holmer, United States Joint Construction 
Agency, and Col. R. W. Hansen, command- 


ing officer of the Bordeaux District (U. S.). 





left to right: Mrs. M. M. Dreher, corresponding secretary; Mrs. Selim D. Peabody, 
first vice-president; Mrs. M. E. Halloran, honorary president; Mrs. John R. Burns, 
president; Mrs. Frederick Kauskopf, second vice-president; Mrs. Wilfred M. Haw- 


kins, jr.. recording secretary; and Mrs. Benjamin F. Moore, treasurer. 











Happy Day 


@ MCAS, KANEOHE BAY, T. H. The 
day that Marine George Manzoli re- 
ceived his warrant for promotion to 


be something to remem- 
ber for the rest of his life. That same 
day the Italian-born Leatherneck be 
came a full-fledged citizen of the U. S. 
He received his citizenship in Hono- 
lulu District Court with the recom- 
mendation of his commanding officer. 


corporal will 





@ AF FINANCE CENTER, DENVER, 
COLO. Maj. and Mrs. John W. Wright, 
jr., recently were honored at a fare 
well party given by officer and civilian per- 
sonnel. Major and Mrs. Wright will spend 
the Christmas holidays at his parents home 
in New Hampshire before his assignment to 
the Northeastern Command. 

The Fitzsimons Army Hospital Officers 
Club was the scene recently for a reception 
following the wedding of Capt. Jack K. Um- 
phrey and Mary Theresa Lee, daughter of 
Mrs. T. Audia Lee, 4531 Lipan, Denver. Cap- 
tain Umphrey is on duty here. 


Blood Drive Record 


8 FT. BELVOIR, VA. On 12 Dec. 568 pints 
of blood were donated by personnel of The 
Engineer Officers Candidate School. The 
group set a new record for this area in the 
amount of blood donated in any one day. 
This amount constituted 80% of those eligible 
to donate. Contributions started at 0850 and 
ended at 1500. 

Present at the donations were Mrs. David 
N. W. Grant. wife of Maj. Gen. David N. 
W. Grant (USAF) (Ret.), Mrs. Charles L. 
Bolte, wife of General Bolte, Vice Chief of 
Staff, U.S. Army, and Mrs. Samuel D. 
Sturgis, jr., wife of Major General Sturgis, 
jr, Chief of Engineers, U.S. Army. 

Assisting in the drive were Mrs. Stanley 
L. Scott, wife of Major General Scott, CG, 
Ft. Belvoir, Mrs. Kingsley S. Anderson, wife 
of Colonel Anderson, Chief of Staff, Ft. Bel- 
voir, and Dr. Kenneth Nelson, Medical Di- 
rector, District Chapter of the Red Cross. 


@ ST. LOUIS, MO. Members of the 307th 
Military Government Group, have been at- 
tending, as part of their regular training 
program, lectures by outstanding authorities 
on theories of government and governmental 
structures on a comparative basis. 

The lectures, given in a series of eight, be- 
gan on 15 Oct. and ended on 3 Dec. The 
specific title of the series was ‘‘Comparative 
Governments and Ideological Concepts of the 
World.’” The lectures were given at the 
Soldiers Memorial Auditorium, Fourteenth 


and Chestnut Streets. 

First speaker in the series was Dr. Kurt 
von Schuschnigg, former chancellor of Aus- 
tria and now professor of government at St. 





Louis University. The title of his lecture was 
“Contemporary Governments of the Central 
Powers of Europe.”’ 


@ CAMP COOKE, CALIF. The Camp Cooke 
U.S.D.B. Officers’ Wives Club, Lompoc, Calif 
opened the Post’s Holiday Season 9 Dec. with 
a gala Christmas Buffet, attended by mem- 
bers, associate members and guests. 

Hostesses of the day were the club's offi- 
cers, Mrs. Harry L. Mayfield, honorary 
president, Mrs. Paul J. Schrader, Mrs. J. 
D. Jones, Mrs. G. A. Brown and Mrs. John 
A. Powers. 

Guests of the day were Miss Dorothy 
Jacobs, guest of Mrs. Mayfield, Mrs. Michael 
Trapane, guest of Mrs. B. B. Albert, Mrs. 
Hugh Crowe, guest of Mrs. Roy H. Carr, and 
Mrs. John Cole, guest of Mrs. Dudley Q. 
Boyd. 

New members, Mrs. Frank Klein and Mrs. 
Kenneth L. Frank were welcomed. A fare 
well was given to Mrs. Dale L. Barrack and 
Mrs. Victor R. Peterson who are expecting to 
leave before the end of the year. 


Thank You In Braille 


@ BAYONNE, N. J. A Christmas present 
for each of half a dozen sailors at the Bay- 
onne Naval Supply Depot arrived this week 
without fancy wrapping or colored ribbons. 
Nevertheless, the gifts were deeply appre- 
clated and will become treasured souvenirs 
of the men’s naval service. 

The present was a simple ‘“‘thank you” 
letter written by blind children in braille. 
The children, all of the St. Joseph’s Home 
for the Blind in Jersey City, recently toured 
the Bayonne Naval installation. The sailors 
showed them about and guided their tiny 
fingers about boats and equipment so they 
could ‘‘see’’ them. 

The children were thrilled. When they re- 
turned to the home, they wrote the braille 
letters. This week, as the letters arrived in the 
mail, the sailors read them, took them home, 
and in coming years will, perhaps show the 
memento to many a friend or relative. 

The letter read: 

‘“‘Words cannot express our thanks to you 
for the very pleasant and instructive tour 
we had at the Bayonne Naval Base. We cer- 
tainly appreciate the opportunity to see the 
many types of training that men receive at 
the Base, and especially at the Salvage 
School. We had a grand time for it was in- 
teresting to see all the equipment which the 
divers use. 

Thanking you for your kindness and 
thoughtfulness, and from all of us to you a 
Merry, Merry Christmas. May God bless you. 
We will pray for you. Your grateful friends.” 


@ FT. JAY, GOVERNORS ISLAND, N. Y. 
Thirty-four Cub Scouts, age 8 te 11, sons of 
military personnel stationed here, plan to 
start their Christmas ceremonies by giving. 
The 34 boys have earned money to buy gifts 
for nearly 350 children in four New York 
City hospitals. 

Laden with their gifts and accompanied by 
two combos from the First Army Band, mem- 
bers of Cub Scout Pack 100 wiil leave Gover- 
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nors Island early the afternoon of 19 Dec. 
First stop at 1:30 p.m., will be at 
Gouverneur Hospital, 621 Water St., where 
presents will be left for 40 children. 


At Bellevue Hospital, East 26th St., at 
about 2 p.m., the Ft. Jay Cub Scouts will 
leave gifts for 100 children patients and also 
leave one of the combos to provide music 
during the afternoon. 


The Army bus will then take them to Wel- 
fare Island to stop at two hospitals there. 
At the Metropolitan Hospital about 3 p.m., 
they will leave gifts for 145 children; and 
at the New York City Hospital, they will 
provide presents for 100 children, stay to sing 
Christmas carols with some of them, and 
leave there the second combo of the First 
Army Band. 

For many weeks, the Ft. Jay Cub Scouts 
have been doubling and tripling the good 
deeds set up for each Cub Scout in a check 
list in his Cub Scout Book in order to earn 
money for Christmas giving. 


@ CAMP GORDON, GA. At the December 
meeting of the Women's Club, all members 
were requested to bring a gift to be given 
to a child at the Shiloh Orphanage of the 
nearby city of Augusta, Ga. The response 
more than doubled all expectations. The 
Women's Club, led by Honorary President, 
Mrs. C. C. Blanchard, wife of the Command- 
ing General, and the President, Mrs. J. T. B. 
Strode, wife of the commanding officer of the 
Post Hospital, contributed over 500 gifts of 
all sizes and shapes. Tricycles, bed linens, 
clothing, dolls, and toys were delivered to 
the Orphanage by Mrs. J. W. Ewing, chair- 
man of the project. 


Serving on the committee with Mrs. Ewing 


were Mrs. W. F. Stanton, Mrs. D. B. Em- 
mons, and Mrs. W. H. Isham. 

Col. Bundy Retires 
@ CRAIG AFB, ALA. A farewell dinner, 


attended by nearly 100 prominent civic and 
business leaders of Selma, Ala., was given 
recently for Col. John H. Bundy, Craig AFB 
commander, who announced his retirement 
plans earlier this month. 

Colonel Bundy was praised by Selma's 
citizens for his outstanding work accom- 
plished during nearly three years at Craig 
The mayor of Selma. Chris Heinz said, ‘‘I 
know of no one, civilian or military, who 
has contributed as much to the good of the 
eommunity."’ Roger Butler. jr.. president of 
the Selma Chamber of Commerce praised 
Colonel Bundy for his interest and work in 
obtaining nation-wide recognition for Selma, 
as a result of the Craig-Selma Championship 
Rodeo which the base has sponsored during 
the past three years. 


Arthur Lewis, chairman of the Chamber 
of Commerce Military Affairs Committee, pre- 
sented a solid gold wrist watch to Colonel 
- gal as a token of esteem and apprecia- 
tion. 


Colonel Bundy will reside in Dallas, Tex., 
after retirement. He is to become associated 
= the International Electronics Corp. of 
that city. 


@ PACIFIC ARMY HEADQUARTERS, HA- 
WAIT. Col. and Mrs. Herbert J. McChrystal 
of Ft. Shafter. Hawaii are being given 
a series of parties by their Army friends in 
anticipation of the colonel’s retirement from 
the service the end of this month. They are 
returning to the mainland in January. 

Colonel McChrysta! is Inspector General for 
the U. S. Army, Pacific. 


@ CAMP LEJEUNE, N.C. An old fashioned 
Christmas awaited members and guests of 
the Officers’ Wives Club as they filed through 
the reception line of the annual Christmas 
Tea in the River Room of the Officers’ Mess, 
on 9 Dec. 


The room was centered with a gayly deco- 
rated tree aglow with colored lights, and 
tinsel glittered among the pine branches. 
Serving tables were loaded with refreshments 
including assorted cookies, cakes, canapes, 
fruit punch, tea and coffee. 

Errlier in the afternoon, lectures by Mr. 
W. W. Kiernan and Mrs. Lorraine Taylor of 
Jacksonville, on ‘‘Christmas Floral Arrange- 
ments’ were presented. Awards for the best 
display in the Christmas Decoration Con- 
test were given to Mrs. D. L. Piggott, chair- 
— of group four, and Mrs. N. C. Manley, 


Group one won the prize for the best man- 
tel decoration. Mrs. J. H. Cook, chairman 
of the group, and Mrs, Michael Mosteller re 
ceived the award. 

Group nine, which won first prize for table 
decorations was headed by Mrs. J. L. Son- 
holm and Mrs. F. E. Harnage. Judges for the 
contest were Mrs. Taylor, Mrs. M. E. Haleo, 
and Mrs. T. L. Garrison, all of Jacksonville. 

Music provided by an ensemble from the 
Second Marine Division Band added to the 
holiday atmosphere. 











FT. McPHERSON, GA.—Contestants in 
the Christmas Home Decorating Contest 
are Mrs. Thos. H. Fay and little Colleen 


and Richard Fay. This door wreath of 
their own design will be judged 22 
Dec. when three winners of the contest 
will receive cash awards. Members of 
nearly every family at Ft. McPherson are 
designing outdoor decorations to make 
their homes and the post as beautiful as 
possible for the holiday season. 


8 FT. DEVENS, MASS. The Women's Club 
held its monthly luncheon recently when the 
program for the day was a colorful demon- 
stration on gift wrapping and making Christ- 
mas decorations by Mrs. Robert Comfort of 
Winchester, Mass. 

Clever decorations of snow men inside wire 
cages hanging from miniature gold trees car- 
ried out the Christmas theme. 

Mrs. David H. Brown and her committee 
planned the luncheon at which 122 ladies 
were served 


Aid Charities Drive 


@ CAMP ATTERBURY, IND. Final tabula- 
tions show that a total of $29,758 was do- 
nated during Camp Atterbury’s 1953 Com- 
bined Charities Drive, according to Capt. 
John W. Richardson, custodian of the funds. 

The money collected was distributed to 
such recognized organizations as the Crip- 
pled Children’s Fund. Salvation Army, Army 
Emergency Relief, Damon Runyon Cancer 
Fund, and the Community Chest. 

Leading all units in the amount of money 
contributed to the Drive was the 200th In- 
fantry Regiment. Members of this unit do- 
nated a total of $5,105. Other leading units 
who went over the thousand-dollar mark are 
the 167th Infantry Regiment, $4,202: 155th 
Infantry Regiment, $3,523: 104th AAA Bn., 
$1,480; Hospital, $1,370; and 932nd FA Bn., 
$1.086. 

Col. James F. Barber was chairman of the 
two-month crusade for funds. 


@ FT. MEADE, MD. The monthly meeting 
of the Officers’ Wives Woman’s Club, pre- 
sided over by Mrs. Tom V. Stayton, was held 
on 8 Dec. at the Officers’ Club. Immediately 
preceding the luncheon, the Coronation film 
‘A Queen is Crowned’’ was presented. 

After the showing the members returned 
to the Club to gather around two steaming 
“‘Wassail"’ bowls, in the Cocktail Lounge, 
which was transformed into an Old English 
Tavern. Wassail cups served were hot mulled 
claret and hot cider. 

Mrs. H. G. Ott headed the luncheon com- 
mittee, assisted by Mesdames E. Arkus, H. 
Avary and F. Hill. The Flower Arrangement 
Committee took charge of the decorations, 
headed by Mrs. M. J. Geraghty and assisted 
by Mesdames R. Rudisill, C. R. Ayers, and 
H. D. Avary. 


@ OKINAWA. Col. Rupert Ongram has been 
named Commanding Officer of the Ryukyus 
Service Command, 8116th Army Unit. 

He replaces Col. Herbert C. Reuter, who 
is returning to the U. S. after a service tour 
of 22 months on Okinawa. Colonel Reuter 
will be assigned with the 9328th Ordnance 
Ammunition Center, Joliet, M1. 

Col. Ingram served as Deputy Command- 
ing Officer of the Ryvukyus Service Command 
prior to his new assignment. Previous to his 
arrival on Okinawa, 5 August 1953, he was 
professor of military science and tactics at 
the University of Oklahoma. 

Mrs. Ingram is presently living at Fort 
Sill, Okla. and is expected to join her hus- 
band here early next Spring. 








200% of Quota 


@ JACKSONVILLE, FLA. Personnel in two 
Army offices here have exceeded their quota 
in the Duval County Community Chest- 
United Fund Drive. 

Personnel of the Florida Military District 
Headquarters in Jacksonville contributed $1,- 
936.91 to the fund, while the Army Engineers 
and the personnel in their Jacksonville office 
contributed $3,305.67. The combined contribu- 
tions were about 200 per cent of their quota, 
and elicited high praise from Col. H. Ww. 
Tarkington, Chief, Florida Military District, 
and Col. Herman A. Schull, commanding 
officer of the Army Engineers in Jackson- 
ville. 


BS FT. BRAGG, N.C. An exhibit of original 
art work will be shown by Mrs. Whitney 
Thoran Kent in the Main Post Library 16 
Dec. through 24. 

The exhibit. sponsored by the Officers’ 
Wives Club (Mrs. Harvey Shelton, President) 
will feature much of the work done by Mrs. 
Kent while she was in Afghanistan. 

Mrs. Kent studied art at the Corcoran 
School of Art at George Washington Univer- 
sitv, and the Pratt Art Institute of New 
York. She is a former teacher of art in 
George Washington U. and has been a di- 
rector of art in summer camp for girls in 
Wisconsin. She later conducted her own 
school of art in Evanston, Illinois. 

In 1946 she married Col. Edward F. Kent, 
now Judge Advocate of the XVIII Airborne 
Corps, and journeyed with him to Afghanis- 
tan. During her two-year stay there, she saw 
much of the country and painted many vivid 
scenes depicting the life and terrain of the 
area. 


® HEADQUARTERS THIRD ARMY. A 
Christmas Coffee was given by the Woman's 
Club 16 Dec. to welcome officers’ wives, Army 
Nurses and Women’s Army Corps officers 
who are newcomers to the Post and Third 
Army Headquarters. 

Mrs. W. H. MeNaul, Fort McPherson 
Woman's Club president, presided with Mrs. 
A. R. Bolling, honorary president. Members 
of the Welcome Committee who served as 
hostesses for the occasion were Mesdames G. 
K. Withers, Chairman: R. J. Dial, co-chair- 
man: C. A. Butler, T. J. Bowen, R. L. Butt, 
jr.. D. T. Hamersley, R. A. Linnville, A. d. 
Pollard. W. S. Siddall, C. A. Neal and D. K. 
Dukes 


= CAMP LEJEUNE, N. C. Mrs. Raymond 
L. Hill of Wilmington, N. C., wife of Col. 
Raymond L. Hill, U. S. Army District Engi- 
neer, Wilmington District, has been elected 
Chairman of the Volunteer Service Council 
of Camp Lejeune and Cherry Point. 

Mrs. Curtis Smith of Kinston, N. C. was 
elected Vice-Chairman. 


@ CLEVELAND, OHIO. Twenty-four TC 
ROTC cadets, members of the John Carroll 
University TC ROTC unit, the largest in the 
country, recently enjoyed a three-day train- 
ing trip through the facilities of the New 
York Port of Embarkation. 

Highlights of the training were the de- 
barkation of the General Rose, an ‘‘on-board”’ 
inspection of the General Blatchford, an 
Army Tug trip through the harbors and tours 
of the Cargo Traffic and Port Operations Di- 
visions. 

The cadets were accompanied by Rev. J. J. 
Henninger, S.J., Major I. M. Calvanese and 
M/Segt. H. Siejka, of the John Carroll Staff. 





UNTIMELY THEFT 


@ FT. LEWIS, WASH. Lt. Col. James 
L. Sweeney, post G1, had his mechani- 
cal pencil stolen when he presided at a 
meeting here recently. 

The meeting: Post Character Guidance 
Council. 





@ SEATTLE PORT OF EMBARKATION. 
Col. George D. Paxson, director of services, 
leaves early next month for duty in Korea. 

Three years of duty in the Pentagon pre- 
ceded his assignment to Seattle a little over 
a year ago. His duty in Korea marks a third 
overseas tour since 1942. 


@ SEINE AREA COMMAND, FRANCE. At 
an informal gathering in the American Le 
gion’s Pershing Hall recently, the Wives of 
Siene Area Command honored Mrs. Edward 
M. Fickett, wife of SAC’s new commanding 
officer. 

Mrs. Fickett formerly resided in Verdun, 
where Colonel Fickett was CO of ADSEC COM 
Z. 


After luncheon at festively decorated 
tables, the group heard a brief talk by Capt. 
Angela P. Poranski, chief nurse at the 6ist 
General Dispensary. She discussed tentative 
plans for decorating hospital rooms of mill- 
tary patients for the coming holidays with 
members of the group who plan to aid the 
project. 

New members, recent arrivals in Europe, 
were introduced during the function, They 
included Mrs. Edwin J. Carpenter, Mrs. Amy 
Bennett, and Mrs. Kern B. Posey. 





| 








Gen. and Mrs. Collier Cap 
Red Cross Workers at Kno, 


Ft. Knox, Ky. The semi-annual Award. 
ing and Cappitig ceremony for Americap 
Red Cross volunteer workers was helg 
here 8 Dec. 

Maj. Gen. and Mrs. J. H. Collier 
awarded certificates and capped th 
volunteers. Mrs. Collier is Chairman of 
the Ft. Knox Auxiliary of the Louisyjj}, 
Chapter of the Red Cross. 

The ceremony began with a proces 
sional in which all volunteers partici. 
pated, followed by an invocation by Chap. 
lain (Col.) Harold F. Donovan. Post Sy. 
geon Col. A. L. Tynes welcomed thog 
present, and Mrs. Starling Fagin, Chair. 
man of Volunteer Service Groups, spoke 
briefly. General Collier then addresge; 
the volunteers, after which he and Mrs 
Collier presented the awards. 

A tea arranged by Mrs. G. S. Kuhn 
House Committee Chairman, followed th: 
ceremonies. 

Capped as Gray Ladies were Viole 
Bailey, Betty Beishline, Betty Bishop 
Rosemary Briscoe, Lucille Brunhaver 
Joan Burns, Dorothy Crosby, Mariar 
Greeley, Edith Kroschel, Ruth Landn 
Beverly Lewis, Dolores Lovington, Fran. 
ces McDonald, Muriel MacDonald, Jear 
McElmurray, Thelma Offutt, Rita Rooks 
Lila Rountree, Dorothy Scanlon, Bessie 
Schull, Louise Thompson, Ellen Turner 
Kathryn Van Duyn, and Patricia Wimert 

Awards for a years service as a Gra 
Lady were received by Carrie Adamson 
Mildren Blythe, Eddie Brackett, Dorothy 
Bunch, Virginia Davis, Beth Eaker, Mar. 
greta Fox, Elsie Gebhart, Ruby Glossup 
Evelyn Huggins, Ellevern Kiernan, An 
McClain, Mary Elizabeth Moran, MaryD 
Murphy, Helen Oesterriter, Dora Per 
mutter, Genevieve Synder, Virginis 
Stephenson, Geneva Sutherland, Bessic 
Meade Tynes, Neulah Weidemeyer, Be: 
Weinz, Ludelle West, Helen Wray, ané 
Kathleen Withers. Mrs. Eaker is chair. 
man of the Gray Ladies. 

Motor Corps Pins and Certificates wer 
presented to Jean Armstrong, Violet 
Bailey, Laura Dobbs, Carol Holden 
Johnie Mayberry, Marian Reedy, ané 
Ruth Steele. Mrs. Ann McClain is Motor 
Corps Chairman. 

Capped as Staff Aides were Wilma Bu: 
lard, Jean Eek, Alice Gross, Betty Jen- 
sen, Valaine Kuhn, Anne Simmons, Jo 
Simmons, Margie Smallwood, Bett 
Swift, Ann Traver, and Ann Wirick. 


Service Awards for Staff Aides wer | 


won by Eileen Borden, Lucille Brunhay- 
er, Virginia Davis. Frances Dix, Man 
Dunn, Marjorie Gillivan, Clarise Golé- 
man, Marian Greeley, Carol Johnstone 
Ruth McLaughlin, Audrey Pierson, Eller 
Turner, and Jean Weaver. Mrs. Dix is 
Staff Aide Chairman. 

Mrs. Helen Earle and Mrs. Nancy Fro 
ment received Nurses Aides awards. Mrs 
Froment is Nurses Aide Chairman. 

Entertainment and Supply pins ané 
certificates were presented to Agnes Fin 
ley, Elizabeth Meloan, Helen McDonali 
Ann Roemer, Christian Rojas, Chandle 
Taylor, Lucille Van Dyke, and Dolore 
Walker. 

Mrs. John Gables and Mrs. DeWitt Hai- 
dock received Entertainment and Suppl} 
awards, also. 


@ PHILADELPHIA, PA. ‘Operation Santa 
was held for a needy small tot population o 
17 Dec. at the ASO/NASD-GSSO ninth annul 
Kiddies’ Christmas Party. 

Civilian and military personnel of the larg 
Naval Activity housing the Aviation Suppl 
Office, the Naval Aviation Supply Depot an 
the General Stores Supply Office, put on the 
party. 

More than 300 orphans and underprivilegeé 
children of all races and creeds from orphat 
ages and broken homes were entertai with 
a turkey and trimmings dinner and a visi! 
from Santa Claus. 

The orphans are invited from religious an 
non-sectarian agencies and institutions. Th 
kiddies are selected by the orphanages 
the merit system for diligence displayed dur 
ing the year. Those selected are requested t 











write letters to Santa Claus stating exactl | 


what they want for Christmas. These lettet 
are given to the gift committee. A local de 
partment store is then contacted and the d¢ 
sired toys and clothing secured. 

Most of the youngsters, in their letters * 
Santa, ask for ‘‘warm clothing.” The oute 
jacket or snowsuit being first choice with thé 
majority. 

The evening's adventure for the youngste® 
began when they arrived at the Naval De 


pot, in buses chartered especially for ‘| 
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occasion, 
Adm. R. “ 
and Capt. J. W. 
ply Officer. 


a FT. LESLEY J. MeNAIR, D. C. The wives 
of student and faculty members were host- 
esses at a tea 10 Dec. honoring Mrs. W. McL. 
Hague, wife of the Commandant, Mrs. L. J. 
Greeley and Mrs. B. M. Hovey, wives of the 
Deputy Commandants, Mrs. D. B. Diehl, Mrs. 
w. W. Brown, Mrs. A. L. Maserick, and Mrs. 
c. J. Martin, wives of Faculty members. 
These ladies worked as a committee to wel- 
come the wives of new students, this Fall. 
Mrs. O. J. Ritland, President of the ICAF 


J. Arnold, Aviation Supply Officer 
Boundy, General Stores Sup- 


Women’s Club, was also in the receiving 
line. 
The tea was held in the Officers’ Club. 


Decorations, planned for the tea table and 


ballroom by Mrs. W. A. Davis. were seasonal- | 


y lovely and gay. 

Background musie was furnished by Mrs. 
Ww. E. Murphy, jr., an accomplished pianist, 
who is the wife of Col. Murphy. a student at 
the College. 

Mmes. E. J. McNally, R. H. Prickett, Q. 
L. Kendall, and B. L. Gurnette assisted at 
the tea table 


@ FT. JACKSON, 8S. C. Co}. Albert M. Hol- 
lenbach, Post Dental Surgeon, received or- 
jers recently assigning him to the Far East 
Command. He reports to Fort Mason, Calif., 
15 Jan. 

Colonel Hollenbach, his wife, the former 
Miss Mary Mager, Harrisburg, and twin 
seven-year-old daughters, Jean and Joan, live 
at 2515 Rigby Street, Columbia, S. C. 


Col. Petraborg Retires 
8 FT. HOOD, TEX. A veteran of 36 years’ 
of active military service returned to civilian 
life here when Col. Jerrold C. Petraborg, 
former Fort Hood Quartermaster Officer, re- 
tired from active duty. 

He started his military career on 29 Decem- 
ber 1917, at Fort Omaha, Nebr., after grad- 
uation from the University of Minnesota in 
1915, and received a commission as Second 
Lieutenant in the Army of the United States 
in July 1918. Colonel Petraborg was a pilot 
in the Army’s pioneer Air Corps, which was 
a part of the Army Signal Corps in its in- 
fancy, and later saw duty with the 135th 
Infantry, Minnesota National Guard. 

He will reside in South Minneapolis, Minn., 
(510 Lindell Ave.), with his wife. 


S MAXWELL AFB, ALA. Impressive cere- 
monies instituting the first Maxwell chapter 
of the Eastern Star were held 9 Dec. 

Mr. William W. Boone, Past Worthy Grand 
Patron, Eastern Star, State of Alabama, con- 
ducted the institution ceremonies and in- 
stalled officers who will serve the new chap- 
ter. Florence Newsom, Grand Chapter Secre- 
tary, was also present and took part in the 
ceremonies. 

Newly installed officers include Mrs. John 
A. Courtney, Worthy Matron: M/Set. Claude 
Wright, Worthy Patron; Mrs. William Mc- 
Knight, Assoeiate Matron; Col. William Mc- 


Knight, Associate Patron; Mrs. Clarence 
Leachman, Secretary, and T/Sgt. Beulah 
Watson, treasurer. 

® ANN ARBOR, MICH. The Air Force 


Women’s Club of the University of Michigan 
will give a New Year’s dinner-dance at the 
Veterans of Foreign Wars Memorial Hall in 
Ann Arbor, Michigan at 8 p.m. 30 Dec. 

The committee in charge assisted by their 
husbands are as follows: Capt. and Mrs. Ed- 
ward J, Ahern, Capt. and Mrs. Fletcher Por- 
ter, Lt. Col. and Mrs. Burt English, Lt. Col. 
and Mrs. Charles Holland, Maj. and Mrs. Wil- 
son Roderick, Major and Mrs. Durwood Wil- 
llams, Flight Lt. and Mrs. Richard St. John, 
Captain and Mrs. Arthur D. Haas, Ist Lt. 
and Mrs. Richard C. Henry, 1st Lt. John 
Prodan, 2d Lt. Donald R. Askew, and 2d Lt. 
and Mrs. Charles E. Wilson. 


Toys Ready at Lejeune 

= CAMP LEJEUNE, N. C. Approximately 
1,000 toys at Paradise Point’s Engine Com- 
aad No. 4 are awaiting pickup and de 
ee to military families this Christmas 
Eve by Santa Claus. 
J Under the leadership of Mrs. C. R. Wilcox, 
Santa had the assistance of members of the 
Officers’ Wives Club in the collection of toys. 
anaes early in October, a member of 

e Officers’ Wives Club was appointed for 
each block in Paradise Point to call on res!- 
— and solicit toys. The toys then were 
Tought to Engine Company No. 4 and sepa- 
rated into categories. 
—" ladies of the club set up a production 
jan the doll department, cleaning, re- 
; aiding pigtails, making new dresses, and 
eplacing arms or legs wherever possible. 


and were officially greeted by Rear | 











Civilian Firemen who repaired and re- | 


modeled the toys were Ca 

| 3 ptain Walton K. 
oe Lt. George H. Fick, Mrs. George V. 
se. Mr. Wm. R. Smith, Mr. Winfred R. 
>olar, and Mr. Whalen M. Batson. Marine 


personnel included Corporals Richard A. Hud- | 


dleston and Robert L. Ri 

. Rice; Privates First 
— Clyde McRae, Sherman S. Thompson, 
aia Davie L. Kern; and Privates Ray- 
mond J. Lombard and Charles Ravenell. 


Near the North Pole, Santa 
Gets Help From Wives 


8 HQ., NORTHEAST AIR COMMAND. Take 
it from Air Force personnel stationed near 
the North Pole—there is a Santa Claus! He 
has already started making his appointed 
rounds. 

The Northeast Air Command was responsi- 
ble for Santa’s early start. A big NEAC C-54 
recently skimmed low over barren polar ice 
dropping Christmas packages to the men who 
work at isolated weather and radio stations 
in the far north. 

Mail, candy, cookies, decorations, books, 
Christmas trees, government-furnished din- 
ners, and Red Cross gifts were dropped dur- 
ing the first phase of NEAC's ‘‘Project Christ- 
mas Drop.”’ Officers’ wives at Pepperrell AFB, 
Nfld., were responsible for the goodies in- 
cluded in the first drop. 

The second phase of ‘Project Christmas 
Drop” is scheduled for early December. NCO 
wives and Officers’ wives from Harmon AFB, 
Pepperrell AFB, and McAndrews AFB, all in 
Newfoundland, will supply the candy and 
cookies for the second drop. 

Using Thule AB, Greenland, as an operat- 
ing base, the Christmas-laden C-54 from 
NEAC’s 6614th Air Transport Group skimmed 
low over the icy terrain and ‘‘homed-in’’ on 
the flickering yellow lights of the stations’ 
‘“‘T’’ markers in the Arctic darkness. Five 
stations were visited during the operation. 

Crew of the C-54 included: Capt. George 
Costi, aircraft commander; Maj. Mark W. 
Magnam, pilot: Capt. Eugene H. Richards 
and Lt. Joseph L. Falvey, navigators: S/Set. 
Harold L. Young and S/Sgt. W. J. Hartung, 
jr., engineers: S/Sgt. Leon W. Dobolek, 
flight steward: and A/2C Stanley V. Goselin, 
radio operator. All are members of NEAC'’s 
6622d Air Transport Squadron stationed at 
Torbay Airport, Newfoundland, except Major 
Magnam who is executive officer of the 6614th 
Air Transport Group, also located at Torbay. 


MFSS Will Be 7 

@ FT. SAM HOUSTON, TEXAS. Plans are 
under way at Medical Field Service School 
for the 1954 Organization Day ceremonies 15 
Jan. marking the seventh anniversary of the 
school as a part of Brooke Army Medieal 
Center, with the appointment of Brig. Gen. 
James P. Cooney, the commandant, of Lt. 
Col. Frederick M. Vandel as chairman of the 
steering committee for the celebration. 

The event also commemorates the activa- 
tion of Medical Field Service School at Car- 
lisle Barracks, Pa., in 1920. 

Maj. James L. Peiffer is vice-chairman of 
the committee. Other members include: Col. 
Harvey E. Wilson, Col. William E. Jennings, 
Lt. Col. Willard E. Thompson, Lt. Col. John 
W. Cunningham, Lt. Col. Gerard J. Sheehan, 
Maj. Lawrence W. Biggs, Maj. James J. Mc- 
Gowan, Capt. John J. Casey, Capt. Leta M. 
Frank, CWO James Semer, and Mrs. Ruth 
Sandvig. 


@ ATLANTA, GA. Lt. Coi. Charles E. Tay- 
lor has been assigned as a staff officer at 


Headquarters Georgia Military District. He | 


recently returned from the Far East where 
he served for 37 months with I Corps in 
Korea and Army Headquarters in Japan. 
Colonel andl Mrs. Taylor and their twin 
daughters, Patricia and Pamela, are present- 
lx living in Decatur, a suburb of Atlanta 


al 
Col. Bovs Elected 
@ SAMPSON AFB, N. Y. Col. Richard C. 
Boys, commander of 3650th Basic Military 
Training Group, has been elected president 
of Sampson's Officers’ Club. 

Col. George W. Porter, Wing Materiel Offi- 
cer, was elected vice president. Elected to the 
Board of Governors were Maj. David J. Liver- 
more, Assistant Chief of Surgical Services; 
Maj. Frank S. Banta, Air Poliee Squadron 
Commander, and Capt. William E. Woods, 
BMTG Training Officer. Major Livermore suc- 
ceeds himself on the Board of Governors. All 
terms are for ene year. 

Other members of the Board of Governors, 
whose terms do not expire until June 1954 
are Capt. Thomas F. Travers, Transportation 
Squadron Commander; Maj. Wm. R. Camp- 
bell, jr., Commandant of Troops, BMTG, and 
Capt. Betsy Bradford, OIC, Central Supply 
Section, 3650th USAF Hospital. 

Officers-elect will take office on 1 Jan 


®@ AUGUSTA, GA. The City of Augusta has 
planted dogwood trees at the Walton Way en- 
trance to the Arsenal. City Councilman Bill 
Williams, Chairman of the City Trees and 
Park Committee officiated at the presenta- 
tion. Col. W. H. Dawson, jr., Maj. R. A. 
Hill and Mrs. Ruby McCrary accepted the 
trees on behalf of the Arsenal. 

Maj. Harold B. Henderly, Inf., has re- 
placed Lt. Col. Ivan C. Williams as Reserve 
Instructor for the Augusta Area. Major Hen- 
derly is residing at the Augusta Arsenal Offi- 
cers Open Mess. 


@ NORFOLK, VA. The Supply Corps Wives 
Club held its monthly luncheon at the Breezy 
Point Officers Club, Norfolk Naval Air Sta- 
tion, 17 Dec. Mrs. John E. Wood, wife of 
Rear Admiral John E. Wood, SC, USN, com- 
manding officer of the Norfolk Naval Supply 
Center, is honorary president. 

Mrs. J. V. DeSanto, entertainment chair- 








man, arranged a special Christmas program 
including group carol singing. 

Chairman of the luncheen committee, Mrs. 
E. A. Pollitt, was assisted by Mrs. Andrew 
McCrane, Mrs. W. C. Parrish and Mrs. H. 
B. Glisson. 

The following officers were elected at the 
last luncheon of the Supply Corps Wives 
Club: President, Mrs. Joel Parks; Vice 
President, Mrs. W. S. Adams; Recording Sec- 
retary, Mrs. C. M. Murdock, Corresponding 
Secretary, Mrs. E. A. Malcolm; Treasurer. 
Mrs. L. V. Hallberg; Entertainment chair- 
man, Mrs. J. V. DeSanto, and Luncheon 
Chairman, Mrs. E, A. Pollitt. 


SAC “Bachelors” Organize 


@ PARIS. A surprise welcome was given 
Mrs. Richard A. Spencer recently by a self- 
appointed group of the Seine Area Command 
Officers composed of lonesome SAC ‘‘bache- 
lors’’ who are awaiting the arrival of their 
own families. 

The news of Mrs. Spencer’s arrival aboard 
the French liner ‘‘Liberte’’ stirred them into 
action. The wife of SAC’s Dependent Schools 
Officer Ist Lt Richard A. Spencer, she for- 
meriy resided in Gardiner, Me. 

The spontaneously organized committee in- 
cluded Maj. Alfred M. Saunders, Maj. Hol- 
lis C. Lewis, Capt. Donald M. Munroe, Ist 
Lt. Harold J. Doublet and 2d Lt Mathew J. 
Stephens, jr 

Mrs. Spencer was accompanied to Europe 
by 20-month-old Richard, jr. 


@ BUFFALO, N. Y. At a recent luncheon, 
Lt. Col. Roswell W. Ard, USAF, Professor 
of Air Science and Tactics at the University 
of Buffalo, was elected to sueceed Col. Philip 
R. Garges, USA, Army Engineer, Buffalo dis- 
trict, as president of the Armed Forces Asso- 
ciation of the Niagara Frentier. The Asso- 
ciation is composed of active officers of all 





the Armed Services assigned to duty in the | 


Buffalo-Niagara Falls area. 

This fall honorary memberships were be- 
stowed upon several distinguished commu- 
nity leaders and retired military officers. The 
roster of the Association now includes: Lt. 
Gen. William E. Kepner, USAF, Ret., Execu- 


tive Vice President of Bell Aircraft Corpora- | 


tion: Maj. Gen. Clinton F. Robinson, USA, 
Ret., President of Carborundum Corporation; 
Maj. Gen. Karl F. Hausauer, CG, New York 
National Guard: ViceAdm. J. B. Moss, USN, 
Ret., Consultant to Bell Aircraft Corporation; 
Maj. Gen. Ronald C. Brock, Commanding 
General, 27th Inf. Div., NYNG; Rear. Adm. 
A. Ernest Becker, jr., USN, Ret., President, 
American Machine and Foundry Corporation; 
Rear Adm. Curtis E. Smiley, USN, Ret., Vice- 
President, Sterling Engine Company; Col. 
William Kelly, USA, Ret., President, Niagara 
Mohawk Power Corporation: Col. Robert J. 
Kirsch, Commander, 107th Fighter-Intercep- 
tor Wing, NY Air National Guard; Col. S. 
G. McLennan, USAF, Ret., Military Liaison 
officer for Bell Aircraft Corporation. Among 
outstanding civilian leaders who are active 
in the Association are: State Supreme Court 
Justice Carlton A. Fisher, Col., USMCR; 
Joseph Mruk, Mayor of the City of Buffalo: 
Elmer Lux, President of the Buffalo City 
Council; Lawrence Bell, President of Bell 
Aircraft Corporation; and William Seevers, 
Lt. Col., USAFR, Administrative Assistant 
to the President, Bel! Aircraft Corporation. 
Other officers elected to the Armed Forces 
Association of the Niagara Frontier for the 
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coming year are: vice-president, Commander 
William F. McDonald, USN, Commanding 
Officer, U. S. Naval Air Station, Niagara 
Falls; secretary, Lt. Col. James H. Hol- 
combe, USA, Office of the Army Engineer, 
Buffalo District; treasurer, Major Thomas J. 
Branighan, USMC, Marine Corps Recruiting 
Station, Buffalo. 





Entertain 140 French Orphans 
@ PARIS. Santa will come at least once this 
year to 140 French orphan boys when mem- 
bers of the Joint Construction Agency sta- 
tioned in Paris hold a party on Monday, 21 
Dec. Ranging in age from six to 13, the 
youngsters will be showered with gifts of toys 
and books, ice cream and cookies, and enter- 
tainment by that international favorite. 
Donald Duck. 

Party arrangements have been made under 
the direction of a committee of enlisted per- 
sonnel of the Joint Construction Agency co- 
chairmanned by M/Sgt. and Mrs. Curtis D. 
Sutherland. Funds to purchase food, enter- 
tainment and gifts have been raised by popu- 
lar subscription from American and French 
JCA personnel, military and civilian. 

The Joint Construction Agency is a branch 
of the U. S. European Command, and is com- 
posed of members of the U. S. Army, Navy, 
and Air Force. 


@ FT. LEE, VA. Parties for boys from The 
Richmond Boys Home and children of Post 
personnel highlight observance of the Christ- 
mas season. 

The first of the events took place 18 Dec. 
when approximately 800 little Lee people be 
tween the ages of two and 12 took part in 
the Post’s annual Christmas party. 

On the day before Christmas, 29 boys from 
the Richmond Home for Boys will celebrate 
Christmas as guests of soldiers assigned to 
the Quartermaster School. The youngsters 
will tour the post, attend a special program, 
eat in any Army Mess Hall, and receive a 
variety of gifts. 

The Fort Lee-Riehmond Chapter of Na- 
tional Sojourners honored Robert B. Smith 


of Petersburg as the ‘‘man of the year’ at 





their annua! installation ceremonies 11 Dec. 

Mr. Smith was selected for the honor by 
the Petersburg Chamber of Commerce. Dur- 
ing the installation ceremonies, Col. Lewis 
P. Jordan was officially installed as president 
of the organization. 


Benefit Korea Orphans 
= FT. BLISS, TEX. Fort Bliss has sent $1,- 
316 to the Chaplain’s Fund, Eighth Army 
Headquarters in Korea for use in the Korean 
orphanages. 

The post gave $1,000 of the amount out of 
the Fort Bliss welfare fund and the remain- 
der was collected among units on the post 
where slides of the Korean orphanages were 
shown. 

The picture slides and a recording were 
sent to Fort Bliss and other Fourth Army 
installations by General Maxwell Taylor, 
Righth Army CG. 


@ NORFOLK, VA. A recently opened ac- 

tivity sponsored by the Armed Forces Staff 

College Wives’ Club is TOT TOWN, 
(Please turn to Next Page) 











OKINAWA. The first senior Girl Scout Troop in Okinawa was organized in Novem- 

ber at a meeting in the Rycom Youth Center. Officers and troop leaders are pictured 

(L-R) seated: Mrs. E. W. Safarik, troop committee mother, Mrs. Herbert F. Gagne, 

troop leader and Mrs. P. J. Kovar, assistant leader. Standing (L-R) Nancy Pehrkon, 

president, Florence Smith, vice president, Mary Ann Safarik, secretary, and Mari- 
anne Zalesky, treasurer. 
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Posts, Stations & Bases 
(Continued from Preceding Page) 
LIMITED. This organization has as its pri- 
mary motive the provision of expert baby 
sitter service for the children of officers of 
the Staff College, and the nearby military in- 
stallations of CINCLANT, SACLANT, and 
the Hampton Roads Port of Embarkation. 
Expert supervision is supplied by four 
trained supervisors, two of whom are on 
duty at the same time. The service is avail- 
able the first, second, and third Wednesdays 
of each month. A nominal charge is made for 
each child placed in Its care, and additional 
funds are provided bv other activities of the 
Wives’ Club. Mrs. Gordon T. Kimbrell is 

Chairman in charge of this service. 


Korea Aid at McPherson 


@ FT. McPHERSON, GA. Ft. McPherson's 
donation to the Third Army’s ‘‘Korean Relief 
Week" program will include cash contribu- 
tions totaling $500, it is announced by Post 
Chaplains Lt. Col. Julian S. Ellenberg and 
Capt. James P. McBreen. 

Women of the Post Chanel Guild also col- 
lected clothing for the destitute Koreans dur- 
ing the Thonksgiving week. 

The Korean Relief program was originated 
two vears ago by Lt. Gen. A. R. Bolling, 
Third Armv Commander. Over $17,000 has 
been collected in that period from military 
personnel and their dependents at various 
Third Army installations. 


@ SEOUL, KORFA. Pre-season holiday ac- 
tivities were heralded 6 Dec. with Open 
House ot the 59th Ordnance Group Officers’ 
Open Mess. Col. Charles L. Register, group 
commnder. and his staff were hosts to more 
than 100 officers of the geographicallv wide- 
spread, but closely knit 59th Ordnance 
Group. Also attending were many prominent 
guests from Fighth U. S. Army and nearby 
division headquarters. 

The buffet supper was preceded by egg nog 
prepared from an improvised recipe and 
served from Kimchi bowls decorated ap- 
propriately for the Yuletide festivities. 


Holiday Dinner For Kids 


@ MAXWELL AFB, ALA. Personnel of the 
food service squadron will be hosts to some 
60 children Christmas Dav at the noon meal. 
The children, from three Montgomery institu- 
tions, will be fed a real Christmas dinner, 
complete with turkey, vegetables and ‘‘sugar 
plums."’ 

Children from the Montgomery Children’s 
Home, the Masonic Home and the Lady of 
Fatima Children’s Home have been invited 
to the dinner. 

Maxwell squadrons will also deliver ap- 
proximately 50 Christmas baskets, worth 
more than $20 each to needy families in the 
Montgomery area during the Yule season. 

Sunday School children will hold a ‘‘White 
Christmas"’ offering, Sunday 20 Dec. The 
children will place food items wrapped in 
white paper on the altar. These items will 
supplement food already purchased for the 
baskets 

In addition to donating money and goods 
to work units, WAF have also volunteered 
to assist the Home for the Friendless in 
Montgomery by helping to clean and decorate 
it during pre-Christmas days. 





@ FT. LESLEY J. McNAIR. The gay social 
whirl of this Christmas time is in full swing 
at Fort McNair. On Saturday 19 De~. there 
is to be a party for all children of personnel 
attached to Fort McNair. Each child will 
bring a gift to go to an underprivileged 
child through the Salvation Army. ‘he il 
be a Santa Claus with gifts for all children 
present. A Christmas pagent will be enacted 
by the Sunday School ciasses and the pro- 
gram presented will be one long remembered 
by all. 

The Catholic Altar Society, of Fort Mc- 
Nair, had its monthly meeting Friday 11 
Dec. The group met at the Chapel for special 
instructions from Father Cashman and fol- 
lowing that went to the Quarters of the Host- 
ess, Mrs. John D. Haves. 

Maj. and Mrs. Robert G. Lawrence enter- 
tained at the Sunday night buffet at the Oili- 
cers’ Mess, in honor of their 11th Anniver- 
sary. Guests included Lt. Col. and Mrs. 
James F. Showalter, Lt. Col. and Mrs. Stan- 
ley Young, Capt. and Mrs. Robert Wilson, 
Capt. and Mrs. David Blake, Capt. and Mrs. 
Peter Baker. 


EXIT THE ZEBRAS 


@ FT. LEE, VA. Patrons of the Officers 
Open Mess here need no longer fear see- 
ing zebras on the walls. 

Painters and carpenters are removing 


the zebra decor. The replacement will 
be a conservative paneling of knotty 
pine. 


® CHARLOTTESVILLE, VA. On 8 Dec. the 
ladies of The Judge Advocate General's 
School held a Christmas Coffee at the Thomas 
Jefferson Inn, attended bv the wives of mem- 
bers of the staff and faculty. of the advanced 
class. of the regular class and guests. Mrs. 
Joseph Stenhouse, Mrs. Arthur Porcell Mrs. 
Eugene Snedeker and Mrs. William Nodine 
acted as hostesses. 


@ WEST POINT. N. Y. On the concluding 
evening of the Student Conference on U. S. 
Affairs, a banquet honoring Mr. W. Averill 
Harriman, speoker for the evening. was held 
in Cullum Hall 4 Dec. Prior to the banquet, 
a reception to meet Mr. Harriman took place 
in the West Point Army Mess. The guests at 
the speaker's table were from left to right: 
Cadet W. R. Schulz, chairman escorting 
committee: Mrs. Doris Barth, Cadet Hostess: 


Midshinmon R. F. Pavia. U. S. Naval Acad- 
emy Representative: Miss Ruth Russell, 
Brookings Institution; Col. G. A. Lincoln, 


Social Sciences Dept.; Mrs. Harris Jones: 
Col. Herman Beukema. Social Sciences Dept. : 
Mrs. W. Averill Harriman: Major General 
F. A. Irving, Supt., USMA: Cadet B. T. 
Thompson, moderator: Mr. Harriman; Mrs. 
F. A. Irving: Brig. Gen. Harris Jones, Dean 
USMA: Mrs. Herman Beukema; Mr. C. B. 
Marshall, State Dept. Representative; Miss 
Ruth Lawson, Mt. Holyoke College, South 
Hadley, Mass.: Mr. Donald Vince, Acadia 
University, Canada; Mrs. G. L. Lincoln; 
Cadet J. C. Bard, 1st Capt., Corps of Cadets. 
Sixty officers and ladies of the post, 25 
visiting faculty and state department officials, 
and about 200 student conferees and their 
cadet hosts were also present at the affair. 


@ WRIGHT-PATTERSON AFB, OHIO. 
One hundred new-comers were invited to the 
November Hospitality Coffee of the Woman’s 
Club. Co-hostesses were Mrs. W. F. McKee, 
Mrs. A. J. McVea, and Mrs. C. G. Martz. 

The coffee table decorations were high- 
lighted by two antique compotes which held 
red and white ‘‘frosted"’ grapes. At the base 
of each compote were roses made of small 
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Better Housing Seen For Single Men, 
But Family Housing Funds Unlikely 


Assistant Defense Secretary John A. 
Hannah declared this week that he hopes 
the Government “can soon undertake a 
long-range program to improve the hous- 
ing of single men in the Armed Forces,” 
but he gave no hint of Federal action to 
improve family housing. 

Dr. Hannah, in a speech to the Council 
of State Governments at Chicago, IIL, 
said “this country should be ashamed of 
some of the quarters in which it asks its 
sons to live while they are in uniform.” 

He added: “Just as acute is the lack 
of adequate housing for married enlisted 
men and their families.” He spoke of 
“low quality housing, high rents, lack of 
educational and recreational facilities” 
in areas surrounding many military in- 
stallations. 


“‘red’’ cabbages. In the center of the table 
was a large ‘‘red’’ cabbage, its leaves turned 
to resemble petals so that it gave the ap- 
pearance of being a mammoth red rose. This 
unusual arrangement was made by Mrs. L. 
B. Ocamb. 

Mrs. E. W. Rawlings, Mrs. Paul Barton, 
Mrs. M. R. Tidwell, and Mrs. Carl F. Dam- 
berg assisted in pouring. 


@ KANSAS CITY, MO. The Central Air 
Defense Officers’ Wives Club held their No- 
vember business meeting and luncheon re- 
cently when the guest of honor was Mrs. 
Frank H. Robinson. Brig. Gen. and Mrs. 
Robinson have been reassigned to Scott 
Field, Ill. 

Mrs. Robinson was the founder of the Cen- 
tral Air Defense Officers’ Wives Club and 
much of its success can be attributed to her. 

Mrs. William W. Converse, Chairman of 
the Hostess Committee was assisted bv the 
following: Mesdames Francis C. Wibom, 
Hilton C. Nichols, Arnold Talent, and Duane 
O. Rutherford. 


Armor Assn. In Europe 
@ BAD KREUZNACH, GERMANY. The first 
meeting of an advisory Board of armor offi- 
cers to form a European Chapter of the 
United States Armor Association was held 
here recently at Hq. 2d Armd Div. 

Members of the European Advisory Board 
for the Armor Association Council included 
Maj. Gen. L. L. Doan, CG, 2d Armd Div.; 
Brig. Gen. Hamilton H. Howze, asst. div. 
comdr.: Col. Charles E. Brown, CO, 19th 
Armd Cav. Gp.; and Col. John C. F. Tillson, 
III, CO, 2d Armd Cav. Regt. Board members 
not present included the commanding officers 
of the 6th and 14th Armd Cav. Regts. 

Board members said that armor personnel 
in EUCOM have long felt the need for an 
association to which problems peculiar to 
armor could be presented and resolved. They 
also pointed out that geographical distances 
separating armor units and personnel in 
EUCOM have constantly presented difficulties 
to a continuing exchange of ideas. 

Board members discussed enlarging the 
Advisory Board to include representatives 
of tank battalions of infantry divisions and 
the Seventh Army Tank Training Center. 
Tentative plans were formulated for a 
EUCOM-wide Armor Association meeting to 
be held in early 1954. 


Plan D. C. Air Museum; 
Air Industry Gives Funds 


The Smithsonian Institute announced 
this week that preliminary planning is 
proceeding for erection of a building to 
house the National Air Museum in Wash- 
ington, D. C. 

A $25,000 contribution to finance a 
study to determine the cost, design and 
site of the proposed building was made 
jointly by the Air Transport Association 
of America and the Aircraft Industries 
Association. 

Congress established the Museum in 
1946 as a bureau of the Smithsonian, and 
created a five-member Advisory Board 
to assist in the planning of its affairs. 
The Secretary of the Smithsonian was di- 
rected to make recommendations to Con- 
gress for the acquisition of suitable lands 
and buildings. 

Although several aeronautical exhibits 
are on display in the badly overcrowded 
Smithsonian, most of the data and mem- 
orabilia is stored in prefabricated build- 
ings in Suitland, Md. 

The proposed museum will be the first 
building specifically designed and con- 
structed for the exhibition of aeronautical 
material, and will include not only ade- 
quate space for large displays, but ample 
room for large aisles, offices and renair 
shops. 
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“They are enough to make any respect- 
able married man hestitate when he con- 
siders whether to reenlist,” said the As. 
sistant Secretary. 

Dr. Hannah advanced no plan, hoy. 
ever, to build quarters with Government 
funds. 

He told the State officials that “in this 
area, the States could be of tremendous 
help to the military services. Through 
zoning, policing, the expenditure of some 
funds and the encouragement of privat, 
capital to build low-rental housing, the 
could make a tremendous contribution to 
improve morale in the Armed Forces, ang 
help remedy a situation which causes 
grave concern to the military establish. 
ment, from the Joint Chiefs of Staff on 
down.” 


Chairman Short Warns 
Against Further Cuts 


Chairman Dewey Short (R-Mo.) of the 
House Armed Services Committee he. 
iieves the United States has gone about 
as far as it can “afford” to go in the di- 
rection of Defense cuts. 

Addressing the Alumni Association of 
the Armed Forces Industrial College on 
11 Dec., Representative Short said he 
didn’t know what the fiscal ’55 military 
budget will request but he feels the 
“greatest caution” should be exercised in 
any further attempts to trim the Serv- 
ices. The nation, he said, must be kept 
“impregnable and strong against any at- 
tack.” : 

Will Hear SecDef 


Later, Mr. Short told THE JOURNAL 
that his Committee will listen to De- 
fense Secretary Wilson’s plan to elimi- 
nate 10 per cent of the manpower of the 
Army, Navy and Marine Corps, “But,” 
the committee chairman said, “he will 
have to prove it to us.” 


Wise administration, continued elimi- 
nation of waste and use of sound business 
methods may permit Congress to reduce 
the Defense budget “a little more for next 
year,” Mr. Short said, but if the cuts are 
possible “I want them to be made with 
a scalpel, not a meat axe.” 


Representative Short said Congress 
also must make an attempt to “end the 
whittling away of fringe benefits” for 
members of the Armed Services. This 
problem, he said, has caused him “in- 
creasing alarm about the state of mo- 
rale.” 

Restore Dignity 


He noted, “We are not attracting the 
bright, young, high-caliber men today 
that we have in the past. I feel it will be 
next to impossible to get young officers 
to make the Service a career unless we 
show them a little more consideration.” 


The Republican leader declared, “We 
must not become an Army, Navy or Air 
Force of mediocrity.” He said it is essen- 
tial to restore the “dignity and prestige” 
of men in uniform. 

Although he believes we already have 
cut as deeply into our Defense strength 
as possible, Mr. Short said he is “glad 
that senior officers in our Services are 
becoming increasingly cost-conscious,” 
and he hopes the attitude “will trickle 
down even to the buck privates.” 


No Undue Risks 


The President, Mr. Short said, “realizes 
fully and keenly that we must have secu- 
rity with solvency. A bankrupt nation 
never licked anyone and it never will.” 
General Eisenhower, he said, “doesn’t 
want to take undue risks with our na 
tional security, but he also knows if we 
are to build up and maintain, for long 
years, our military might, we must pre 
serve our economic strength. We cannot 
have one without the other.” 

Among the other guests of the AFIC 
Alumni Association seated at the head ta 
ble were General Matthew B. Ridgway 
Chief of Staff of the Army; Vice Adm. 
Roscoe F. Good, Deputy Chief of Naval 
Operations for Logistics, and Assistant 
Secretary of the Army John Slezak. 





You’ll get special attention from Journal 
advertisers—they cater to Service personnel. 
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Born 


ADKINSON—Born at Ft Knox, Ky, 4 Dec, 
to Capt and Mrs Glenn W Adkinson, a daugh- 
ter, Susan Lynn. 

AINSLE—Born at Lackland AFB, Tex, 9 
Dec, to 1st Lt and Mrs Robert E Ainsle, 
twin sons. ; 

ARNOLD—Born at Ft Belvoir, Va, 27 Nov. 
to 2d Lt and Mrs Wallace S Arnold, a daugh- 
ter. 

AUBURN—Born at Ft Meade, Md, 8 Dec, 
to Capt and Mrs Warren G Auburn, a son. 

BACHMAN—Born at Ft Belvoir, Va, 6 Dec, 
to Lt Col and Mrs Roger M Bachman, a 
daughter. 

BALDWIN—Born at MCS, Quantico, Va, 
5 Dec, to 2d Lt and Mrs William Baldwin, « 
daughter. 

BALLEW—Born at Ft Knox, Ky, 4 Dec, to 
24 Lt and Mrs Ralph J Ballew, a daughter, 
Janice Sue. 

BAUGHN—Born at Cp Carson, Colo, 1 Dec, 
to Lt and Mrs Richard Baughn, a son. 

BAXTER—Born at Ft Eustis, Va, 9 Dec, to 
Capt and Mrs James O Baxter, a son, James 
O, jr 

BEAM—Born at Keesler AFB, Miss, 3 Dec, 
to Col and Mrs James C Beam, a son, Charles 
Jacob 

BENSON—Born at Ryukyus AH, Okinawa, 
1 Dec, to 1st Lt and Mrs William J Benson, 
a daughter, Mariann Audrey. 

BISSON—Born at Ft Belvoir, Va, 6 Dec, to 
Capt and Mrs Roger Roland Bisson, a son. 

BORMAN — Born at Walter Reed AH, 
Washington, DC, 1 Dec, to Maj and Mrs 
James G Borman, a daughter. 

BOYCE—Born at Ft Belvoir, Va, 30 Nov, 
to Maj and Mrs Kenneth C Boyce, a son. 

BRADY—Born at Langley AFB, Va, 23 Nov, 
to Ist Lt and Mrs John P Brady, a son. 

BROWN—Born at Ft Belvoir, Va, 6 Dec, 
to Capt and Mrs David D Brown, a daughter. 

BROWN—Born at Ft Belvoir, Va, 5 Dec, 
to 1st Lt and Mrs Donald H Brown, a son. 

BUCKLES—Born at Ft Knox, Ky, 4 Dec, to 
Capt and Mrs Louis M Buckles, a daughter, 
Barbara Lynn. 

BUFFINGTON—Born at Cp Carson, Colo, 
27 Nov, to Lt and Mrs Joseph Buffington, a 
son. 

CAMPBELL—Born at MCS, Quantico, Va, 
2 Dec, to 2d Lt and Mrs James Campbell, a 
daughter. 

COLLINS—Born at USN Sub Base, New 
London, Conn, 4 Dec, to Lt (jg) and Mrs 
William D Collins, jr, a son, Henry Hoeffer, 
grandson of Col and Mrs Henry T Hoeffer, 
CE, now stationed at the Yokohama Engi- 
neer Depot, Japan. 

CORTINOVIS—Born at Mather AFB, Calif, 
7 Dec. to S/Sgt and Mrs Valerio Cortinovis, 
a daughter, Valerie Ann. 

CZUPAYK—Born at Ft Meade, Md, 3 Dec, 
to Ist Lt and Mrs Theodore Czupayk, a son. 

DEAN—Born at Ft Leavenworth, Kans, 29 
Nov, to Capt and Mrs John W Dean, a son, 
John Alan. 

DECKER—Born at Ft Belvoir, Va. 1 Dec, 
to 2d Lt and Mrs George J Decker, a daugh- 
ter. 

DELLEFIELD—Born at Ft Knox, Ky, 3 
Dec, to 1st Lt and Mrs Kenneth A Delle- 
field, a daughter, Lynn Susan. 

DERRICOTTE—Born at Greenville AFB, 
Miss, 3 Dec, to A/2C and Mrs Walter L Der- 
ricotte, a son, Walter Lawrence, III. 

DIAMANTES — Born at Ft Leavenworth, 
Kans, 6 Dec, to Maj and Mrs Thomas Dia- 
mantes, USA, a son, David. 

DRIVER—Born at Keesler AFB, Miss, 6 
Dec, to Ist Lt and Mrs Wilson B Driver, a 
son, James Benjamin. 

DURHAM—Born at Ft Belvoir, Va, 3 Dec, 
to Maj and Mrs Howard W Durham, a son. 

DWINELL—Born at Ft Meade, Md, 4 Dec, 
be 1st Lt and Mrs Robert Dwinell, a daugh- 
er. 

EBRITE—Born at Ft Dix, NJ, 5 Dec, to 
Ist Lt and Mrs Edward Ebrite, a son, Ed- 
ward Michael. 

EDWARDS—Born at MCS, Quantico, Va, 
4 Dec, to Lt Col and Mrs Jack Edwards, a 
daughter. 

‘ ELDRED—Born at Ft Belvoir, Va, 4 Dec, to 
apt and Mrs Nelson B Eldred, a son. 

; FILES—Born at Berkeley, Calif, 28 Nov, to 
-t Col and Mrs Roger B Files, a son, David 
Louis. 

WEINCH—Born at Ft Dix, NJ, 7 Dec, to 
OJG and Mrs James Finch, a daughter. 
‘ FLOYD—Born at Cp Polk, La, 2 Dec, to 
d Lt and Mrs Richard G Floyd, a daugh- 

ter, Debra Ellen. 

Pe nad at Ft Dix, NJ, 7 Dec, to 1st 
oa Mrs Walter Foss, a son, Randolph 
Le BANTZ—Born at St Joseph's Infirmary, 
iano Ky, 16 Nov, to M/Sgt and Mrs 
vonn Frantz, a daughter, Kay Eileen. 
FRASER—Born at Walter Reed AH, Wash- 


ington, DC, 3 Dec, to Lt C ro 
seph J Fraser, a son. ne ee 





FREDETTE—Born at Craig AFB, Ala, 26 
Nov, to Maj and Mrs Robert R Fredette, a 
son, Robert Raymond. 


FRISHKEY—Born recently at Cp Chaffee, 
Ark, to 1st Lt and Mrs Nick Frishkey, a 
son. 


GAFNEY—Born at Ft Bragg, NC, 30 Nov, 
to Maj and Mrs Leo Gafney, a daughter. 


GALANIS—Born at Ft Jay, Governors Is, 
NY, 24 Nov, to Capt and Mrs Harry W 
Galanis, a daughter, Sterette E. 

GEARY—Born at Ft Belvoir, Va, 4 Dec, to 
Lt Col and Mrs Billy B Geary, a son. 

GIBBS—Born at Ft Knox, Ky, 9 Dec, to 
2d Lt and Mrs William D Gibbs, a daughter, 
Jean Ann. 

GRATTAN—Born at Lackland AFB, Tex, 
5 Dee, to T/Sgt and Mrs Walter R Grattan, 
a daughter, Debra Mae. 

GRAY—Born at Craig AFB, Ala, 1 Dec, to 
1st Lt and Mrs Howard R Gray, a son. 

GUTHRIE—Born at Norton AFB, Calif, 23 
Nov, to Maj and Mrs Donald B Guthrie, a 
daughter. 

HALL—Born at MCS, Quantico, Va, 1 Dec, 
to Maj and Mrs Clyde Hall, a son. 

HAMPTON—Born at Cp Polk, La, 27 Nov, 
to 2d Lt and Mrs John C Hampton, a daugh- 
ter, Toy Teresa. 

HANKEL—Born at Cp Hanford, Wash, 7 


Dec, to Maj and Mrs Halland W Hankel, 
their 7th child and 5th daughter, Paulette 
Marian. 

HANSON—Born at Ft Bragg. NC, 3 Dec, 


to 2d Lt and Mrs Rowland J Hanson, a 





daughter. 
HARDY—Born at Ft Belvoir. Va, 1 Dec. 
to Maj and Mrs Silas G Hardy, a daughter. 
HARPER—Born at West Point, NY, 7 Dec, 
to Maj and Mrs Wilson C Harper, a son, 


David Anthony. 

HARRIS—Born at Ft Belvoir, Va, 30 Nov, 
to Lt Col and Mrs Roy A Harris, a son. 

HAYDEN—Born at William Beaumont AH, 
El Paso, Tex, 26 Nov, to ist Lt and Mrs 
Charles W Hayden, a son, Charles Wayne, 
jr. 

HENNESSEY—Born at Ft Dix, NJ, 3 Dec, 
to WOJG and Mrs Joseph Hennessey, a son, 
James Joseph. 

HENRY—Born at Walter Reed AH, Wash- 
ington, DC, 30 Nov, to 1st Lt and Mrs Wil- 
liam H Henry, a son. 

HILL—Born at Ft Knox, Ky, 5 Dec, to 2d 
Lt and Mrs John J Hill, a son, Dennis Mi- 
chael. 

HOFF—Born at Cp Polk, La, 27 Nov, to 
1st Lt and Mrs Richard L Hoff, a daughter, 
Leah Joan. 

HOLMES—Born at Cp Polk, La, 28 Nov, 
to Capt and Mrs Delbert H Holmes, a son, 
Dan Martin. 

HORNE—Born at Ft Bragg, NC, 3 Dec, 
to 2d Lt and Mrs Wilson Horne, a son. 

HOSKINS—Born recently at Camp Chaffee, 
Ark, to Capt and Mrs Chris G Hoskins, a 
daughter. 

HOTTENROTH—Born at Ft Leavenworth, 
Kans, 6 Dec, to Lt Col and Mrs James H 
Hottenroth, a son, James Jude. 

IMHOF — Born at 61st Gen Disp, Paris, 
France, 7 Nov, to Capt and Mrs Wm R 
Imhof, a son, James Bernard. 

JACKSON—Born at MCS, Quantico, Va, 5 
Dec, to 2d Lt and Mrs Claude Jackson, a 
daughter. 

JACQUEZ—Born at Ft Knox, Ky, 5 Dec, 
to Capt and Mrs John A Jacquez, a son, 
Nicholas Paul. 

JOHNSON—Born at MCS, Quantico, Va, 
7 Dec, to 2d Lt and Mrs Paul Johnson, a son. 

JORDAN—BEorn at Ft Lee, Va, 7 Dec, to 
Lt and Mrs Robert B Jordan, a daughter. 

KAY—Born at Langley AFB, Va, 24 Nov, 
to Maj and Mrs Kenneth E Kay, a daughter. 

KING—Born at Walter Reed AH, Wash- 
ington, DC, 1 Dec, to 2d Lt and Mrs George 
D King, a son. 

KOERNER—Born at Tokyo AH, Japan, 2 
Dec, to Capt and Mrs Charles Koerner, a 
daughter. 

KRAFT—Born at Ft Belvoir, Va, 1 Dec, 
to 1st Lt and Mrs Leland F Kraft, a daughter. 

LAMARTINE — Born at Lackland AFB, 
Tex, 3 Dec, to WOJG and Mrs Sam Lamar- 
tine, a son. 

LAMBERSON—Born at Ft Lee, Va, 1 Dec, 
to WOJG and Mrs Raymond C Lamberson, 
a son. 

LaPORTE—Born at Langley AFB, Va, 22 
Nov, to Capt and Mrs George W LaPorte, 
a son. 

LAPPO—Born at Tokyo AH, Japan, 9 Dec, 
to CWO and Mrs Samuel Lappo, a daughter, 
Nella Lee. 

LEMLEY—Born at Ft Belvoir, Va, 8 Dec, 
to Maj and Mrs Samuel A Lemley, a son. 

LONERO — Born at Ramey AFB, PR, 10 
Dec, to A/2C and Mrs Charles Lonero, jr, 
a daughter, Brenda Lee, first grandchild of 
Lt Col and Mrs Charles Lonero, MSC. 

LOPEZ—Born at Ft Belvoir, Va, 4 Dec, 
to WOJG and Mrs Laurence C Lopez, a son. 
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MAHON—Born at Ft Belvoir, Va, 2 Dec, to 
Maj and Mrs Keith Mahon, a son. 

MATSEN—Born at Ft Bragg, NC, 4 Dec, 
to Maj and Mrs Bradford C Matsen, a son. 

McANINCH—Born at Ft Belvoir, Va, 29 
Nov, to Maj and Mrs John C McAninch, a 
son. 


McCONNELL—Born recently at Cp Chaf- 


fee, Ark, to 1st Lt and Mrs Delmer Mc- 
Connell, a son. 
McDERMOTT Born at USNTC, Bain- 





bridge, Md, 7 Dec, to Lt (jg) and Mrs Robert 
McDermott, a son. 


McLAUGHLIN—Born at Cp Carson, Colo, 
29 Nov, to Maj and Mrs Ray McLaughlin, a 
son, 


McMULLEN — Born at Providence Hosp, 
Wash, DC, 5 Dec, to Maj and Mrs Leroy 
A McMullen, a daughter, Mary Jean. 


McPHERSON—Born at Ft Belvoir, Va, 7 
Dec, to 2d Lt and Mrs William B McPherson, 
a daughter. 

MORGAN—Born at Maxwell AFB, Ala, 10 
Dec, to Capt and Mrs Fred B Morgan, a son. 


MOUGHON—Born at MCS, Quantico, Va, 
3 Dec, to 2d Lt and Mrs John Moughon, a 
daughter. 

MOU RER—Born at Ft Belvoir, Va, 10 Dec, 
to Lt Col and Mrs Lester C Mourer, a daugh- 
ter. 

MUENKER—Born at Ft Lee, Va, 4 Dec, 
to Lt and Mrs James E Muenker, a son. 

MURPHY—Born at Ft Bragg, NC, 4 Dec, 
to Ist Lt and Mrs Denis Murphy, a son. 

NELSON— Born at Ft Leavenworth, Kans, 
6 Dec, to Maj and Mrs Klemens M Nelson, 
a daughter, Karen Jean. 

NEUMANN—Born at 


Ft Belvoir, Va, 29 


Nov, to Maj and Mrs Howard G Neumann, 
a son. 
O’NEAL—Born at Ft Belvoir, Va, 6 Dec, 


to Capt and Mrs James O O'Neal, a daughter. 

OXMAN—Born at Maxwell AFB, Ala, 12 
Dec, to Maj and Mrs Jaffee V Oxman, a son. 

PANGALLOZZI — Born at Ft Dix, NJ, 7 
Dec, to 2d Lt and Mrs Joseph Pangallozzi, 
a daughter. 

PATTERSON — Born at Cp Polk, La, 2 
Dec, to 2d Lt and Mrs Arch W Patterson, a 
daughter, Louise Lynn. 

PAWLING—BEorn at Ft Knox, Ky, 3 Dec, 
to Maj and Mrs George F Pawling, a son, 
Jan Christopher. 

PAYNE—Born at Walter Reed AH, Wash- 
ington, DC, 4 Dec, to Maj and Mrs Walter 
J Payne, a daughter. 

PHINNEY—Born at Ft Belvoir, Va, 5 Dec, 
to lst Lt and Mrs Elwood I Phinney, a daugh- 
ter. 

PLAMONDON—Born at Ft Knox, Ky, 3 
Dec, to Ist Lt and Mrs Joseph A Plamondon, 
a daughter, Deborah Ann. 

PLATT—Born at Ft Riley, Kans, 8 Dec, to 
Capt and Mrs Robert M Platt, twin sons, 
Kerry Thomas and Christopher Duncan. 

PRESTON—Born at Ft Belvoir, Va, 27 Nov, 
to 2d Lt and Mrs Edward G Preston, a son. 

PUGH—Born at Ft Belvoir, Va, 8 Dec, to 
Ist Lt and Mrs Charles E Pugh, a daughter. 

RAMSEL—Born at Ft Bragg, NC, 1 Dec, 
to Maj and Mrs Arthur Ramsel, a daughter. 

RANKIN—Born at Maxwell AFB, Ala, 12 
Dec, to Capt and Mrs John M Rankin, a son. 

REGNER—Born at Scott AFB, Ill, 9 Dec, 
to Ist Lt and Mrs Frederick J Regner, a son, 
Michael. 

REILLY—Born at Ft Belvoir, Va, 28 Nov, 
to Maj and Mrs Christopher F Reilly, a 
daughter, Kathleen Mary. 

ROACH—Born at Walter Reed AH, Wash- 
ington, DC, 3 Dec, to Maj and Mrs Leroy 
Roach, a son. 

SABLE—Born at Ft Dix, NJ, 3 Dec, to 1st 
Lt and Mrs Jack Sable, a son, Jack Douglas. 

SANDEL—Born at Ft Bragg, NC, 5 Dec, to 
2d Lt and Mrs Darrell Sandel, a son. 

SCHLEIN—Born at Ft Knox, Ky, 3 Dec, 
to Capt and Mrs Milton A Schlein, a son, 
Clyde Steven. 

SCHWARZ—BEorn at Ft Belvoir, Va, 10 
Dec, to 1st Lt and Mrs Robert H Schwarz, 
a son. 

SENGSTACK—Born at Ft Belvoir, Va, 9 
Dec, to Capt and Mrs Charles H Sengstack, 
a daughter. 

SHANNON — Born at Ryukyus AH, Oki- 
nawa, 1 Dec, to Ist Lt and Mrs Edmund W 
Shannon, a daughter, Charlotte Ann. 

SIMONET — Born at Craig AFB, Ala, 24 
Nov, to 2d Lt and Mrs Kenneth Simonet, a 
son, Steven McCarran. 

SKEEHAN — Born at Walter Reed AH, 
Washington, DC, 3 Dec, to Maj and Mrs Ray- 
mond A Skeehan, a son. 





SMITH—Born at Keesler AFB, Miss, 6 Oct, 
to lst Lt and Mrs John § Smith, a daughter, 
Susan Gay. 

SOUTHERN—Born at Ft Belvoir, Va, 29 
Nov, to 1st Lt and Mrs Donald E Southern, 
a son. 

SPORTSMAN—Born at Cp Carson, Colo, 24 
Nov, to Lt and Mrs Daniel Sportsman, a 
daughter. 


STRAWDER—BEorn at Osaka AH, Osaka, 
Honshu, Japan, 28 Nov, to Sgt and Mrs 
George S Strawder, their first child, a son, 
John Thomas. 

STUPPLE—Born at Ft Jackson, SC, 8 Dec, 
to lst Lt and Mrs Alfred Stupple, a son. 

SULLIVAN—Born at MCS, Quantico, Va, 
1 Dec, to 2d Lt and Mrs William Sullivan, 
a son. 

SUMMERS—Born at Ft Belvoir, Va, 28 
Nov, to Lt Col and Mrs John C Summers, a 
son. 

TAYLOR—Born at Walter Reed AH, Wash- 
ington, DC, 6 Dec, to Capt and Mrs Robert 
Taylor, a son, 

TELLEZ—Born at Ft Leavenworth, Kans, 
1 Dec, to Maj and Mrs Fernando Tellez, a 
son, Fernando. 

TIGHE—Born at Maxwell AFB, Ala, 12 
Dec, to Maj and Mrs Leo J Tighe, a daugh- 
ter. 

TOPPER —Born at Ft Belvoir, Va, 10 Dec, 
to Maj and Mrs Morse Topper, a son. 

TORRES—Born at Walter Reed AH, Wash- 
ington, DC, 5 Oct, to 1st Lt and Mrs Louis J 
Torres, a son. 

TRINER—Born at Oakland, Calif, 4 Nov. 
to Capt and Mrs Edwin G Triner, a daughter. 
Kandi Joy. 

TROXEL—Born at MCS, Quantico, Va, 4 
Dec, to 2d Lt and Mrs J B Troxel, a son. 

TRUEX—Born at Ft Monmouth, NJ, 8 Dec. 
to Capt and Mrs Lester S Truex, a daughter. 

URBANSKI — Born at Ft Meade, Md, 3 
Dec, to Maj and Mrs Steven Urbanski, a son. 

VON GERICHTEN — Born at Ft Riley, 
Kans, 7 Dec, to Capt and Mrs Theodore V 
Von Gerichten, a daughter, Lisa. 

WAGNER—Born at Ft Monmouth, NJ,’ 8 
Dec, to 2d Lt and Mrs Walter L Wagner, a 
daughter. 

WALLACE—Born at Ft Belvoir, Va, 2 Dec, 
to 2d Lt and Mrs John M Wallace, a daugh- 
ter. 

WASHINGTON — Born at Norton AFB. 
Calif, 30 Nov, to 1st Lt and Mrs Edward P 
Washington, a son. 

WELCH—Born at Norton AFB, Calif, 27 
Nov, to 1st Lt and Mrs Robert I Welch, a 
daughter. 

WHALLON—Born at Tokyo AH, Japan, 8 
Dec, to Capt and Mrs Harold D Whallon, a 
daughter, Elaine DesBrisay. 

WHEELER—Born at Langley AFB, Va, 22 
Nov, to Capt and Mrs Lawrence E Wheeler. 
a son. 

WHITE—Born at Ft Bragg, NC, 7 Dec, to 
Lt Col and Mrs Jack White, a son. 

WHITE—Born at Ft Belvoir, Va, 27 Nov, 
to Maj and Mrs William T White, a daughter. 

WHITNEL—Born at Ft Belvoir, Va, 5 Dec, 
to Maj and Mrs Otis W Whitnel, a daughter. 

WILLIAMS—Born at Osaka AH, Osaka, 
Japan, 26 Nov, to Sfc and Mrs Henry R Wil- 
limas, a son, Russell Dudley. 

WILLIGKOHLOFF—Born at Ft Belvoir. 
Va, 29 Nov, to 2d Lt and Mrs Henry Willig- 
kohloff, a son. 

WITHERINGTON — Born at Hot Springs, 
Ark, 8 Dec, to 1st Lt and Mrs Roy Wither- 
ington, a daughter. 

WOOD—Born at Ft Monmouth, NJ, 8 Dec, 
to 1st Lt and Mrs Donald M Wood, a daugh- 
ter. 

WOODFORD—Born at Scott AFB, Ill, 13 
Dec, to 1st Lt and Mrs Charles E Woodford, 
a daughter, Cecilia. 

YATES—Born at Walter Reed AH, Wash- 
ington, DC, 30 Nov, to 1st Lt and Mrs James 
E Yates, a son. 

ZWETZIG—Born at MCS, Quantico, Va, 30 
Nov, to Capt and Mrs Gerald Zwetzig, a 
daughter. 











Married 


BAKKE-MARSHALL—Married in St Paul's 
Episcopal Church, Alexandria, Va, 12 Dec, 
Miss Jean McIlwaine Marshall, daughter of 
Mr and Mrs Richard C Marshall, to 1st Lt 
Thomas Neil Bakke, USAF, son of Mrs Clar- 
ence L Bakke of Denver, Colo, and the late 
Mr Bakke. 

FENN-TOWNSEND—Married in the Grace 
Episcopal Church, Charlottesville, Va, 12 Dec, 
Miss Nancy Priscilla Townsend, daughter of 
Mr and Mrs James Hill Townsend, 3d, of 
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“harlottesville, to Lt (jg) Edward Murray 
Fenn, USN, son of Mrs Edward R Fenn, of 
Pittsburgh and the late Mr. Fenn. 


GELLER-SUSSEK—Married in the Roman 
Catholic Church of St Gregory the Great. 
New York, NY, 5 Dec, Miss Dorothy Helen 
Sussek, daughter of Mr and Mrs John George 
Sussek, of Bellerose, LI, to 2d Lt Richard 
Louis Geller, USAF, son of Mr and Mrs Louis 
J Geller, also of Bellerose 


GILLET-KUEHLTHAU — Married in the 
Church of the Transfiguration, New York, 
NY, 28 Nov, Maj Brunette A Kuehlthau, USA, 
daughter of Mr and Mrs George Kuehlthau, 
of West Bend, Wisc, to Col Norman Drysdale 
Gillet, USA, son of Mrs Charles F Gillet, of 
Newport News, Va, and the late Mr Gillet. 


JOHNSON-KENNARD— Married at the Cal- 
vary Baptist Church, Washington, DC, 11 
Dec, Miss Anne Eloise Kennard, daughter of 
Brig Gen and Mrs William J Kennard, of 
Arlington, Va, to Ens David Dowdell Johnson, 
USN, son of Judge and Mrs Jess Johnson of 
Baton Rouge, La 


LEVINGS-CROSBY Married in Crosby, 
Miss, 12 Dec, Miss Henrietta Crosby, daugh- 
ter of Mr and Mrs Hollis H Crosby, of Crosby, 
to Mr Sanford Hopkins Levings, son of 
Comdr Nelson T Levings, of Moorhead, NY, 
and Southampton, LI, and of Mrs Conrad E 


Thornguist of Chicago and Grand Rapids, 
Mich. 
MEGARGEL-GRAY— Married in St Bede's 


chapel, Rosemary Hall, Greenwich, Conn, 5 
Dec, Miss Kate Frances Gray, daughter of 
Mr and Mrs John Harrison Gray, of Green- 
wich, and Gloucester, Mass. to Lt Roy Curtis 
Megargel, son of Mrs Ralph G Megargel, of 
New York. and the late Mr Megargel. 
MILLER-STEPHENS—Married at the Bru- 
ton Parish Church, Williamsburg, Va, 5 Dec, 
Miss Barbara Stephens, daughter of Col Jo- 


seph W G Stephens, USA-Ret, and Mrs 
Stephens, to Mr Edwin Louis Miller, of Santa 
Ana, Calif 


MOORE-PAWLEY -— Married recently at 
Warsaw, Ind, Miss Patricia Ann Fawley 
(WAVE), daughter of Mr and Mrs Forest 
Dederick, of Warsaw, to James Wilson Moore 








(RDSN) USN, son of Capt Tom O Moore, 
USAF-Ret, and Mrs Moore of Sacramento, 
Calif. 


OSWALD-CLINTON — Married in the St 
James Protestant Episcopal Church, New 
York, NY, 28 Nov, Miss Audrey G Clinton, 
daughter of Mrs Hoffman Clinton of New 
York and of Mr C Kendall Clinton, also of 
New York, to 2d Lt Frank G Oswald, fr, 
USMCR, son of Mr and Mrs Oswald of Wil- 
mington, Del. 


RICHARDS-HOWE—Married in the Larch- 
mont Ave Presbyterian Church, Larchmont. 
NY, 12 Dec, Miss Sally-Lucille Howe, daugh- 
ter of Mr and Mrs Walter Clark Howe, jr, 
of Scarsdale, NY, to Ens Edward Lambert 
Richards, jr, USNR, son of Mr and Mrs Rich- 
ards. of Rye, NY. 


THOMPSON-PERSON — Married in the 
Cadet Chapel, West Point, NY, 4 Dec, Miss 
Constance Person, daughter of Mrs Car! Per- 
son, of Hartsdale, NY, and the late Mr Per- 
son, to Lt Fred K Thompson, son of Mr and 
Mrs Fred B Thompson, of Louisville, Ky. 


TORMEY-HAYNES—Married in the Main 
Post Chapel, Cp Pickett, Va, 7 Dec, Miss 
Mitz! Katherine Haynes, daughter of Brig 
Gen and Mrs Loyal M Haynes, of Cp Pickett, 
to Mr Peter Inman Tormey, son of Mr and 
Mrs Donald Tormey, of Menlo Park, Calif. 


TRAVER-RICHARDSON —- Married in the 
Post Chapel, Cp Koshien, Kobe, Japan, 31 
Oct, Miss Betty Howell Richardson, daughter 
of Mr and Mrs William Richardson, of At- 
lanta, Ga, to 1st Lt Daniel Garfield Traver. 
USA, son of Mr and Mrs Garfield Charles 
Traver, of Frewsburg, NY. 


Died 
ARMSTRONG—Died in Hawyard, Calif, 8 
Dec, Mrs Sara Armstrong, mother of Col 
Newton W Armstrong, AGC-CNG, Ret. Other 
survivors include five daughters and four- 
teen grandchildren. 


CHILDRESS—Died at USAH, Ft McPher- 
son, Ga, 2 Nov, Capt Albert Wylie Childress, 
USA-Ret, veteran of the Spanish-American 
War and WWI. He is survived by his widow, 
Irene M Childress, of 46 Henry St, Mansfield, 
Mass, and five children, Comdr Wm W Chil- 
dress, USCG, Maj A W Childress, jr, USA, 
Capt James W Childress, USAF, Mrs Martha 
C Grant, and Mrs Carol C Nizell. 


FURLONG—Died in the Naval Hosp, An- 
napolis, Md, 15 Dec, Comdr Francis Mohun 
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Furlong, USN, Spanish-American War Vet- 
eran. Surviving are two daughters, Mrs W A 
Martin, of Annapolis, and Mrs Remsen John- 
son, jr, of Brooklyn, NY. 


JANNEY—Died recently at St Vincent's 
Hosp, Portland, Oreg, Mrs Dorothy May 
Janney, wife of Mr Gordon R Janney, of 
7300 S W Brentwood Ave, Portland, Oreg. 
Other survivors iclude her parents, Col and 
Mrs Frederick C Dahlquist of Portland, and 
a brother, Capt Frederick C Dahlquist, USA, 
of St. Louis, Mo. 


REEDEN — Died in a plane crash near 
Panama City, Fla. 11 Dec, 2d Lt George C 
Reeden, son of Mr and Mrs Charles Reeden, 
11306 Valleywood Dr, Silver Spring, Md. 
Burial was in the Arlington National Ceme- 
tery. 


SEXTON — Died at the Naval Academy, 
Annapolis, Md, 14 Dec, Comdr Ormond Grif- 
fith Sexton. III, executive officer of the avia- 
tion department at the Academy. Surviving 
are his widow, the former Mary Dora Thomp- 
son, his parents, Mr and Mrs O G Sexton, jr. 
of Tampa, Fla, a son, Mr O G Sexton, IV, 
two brothers, Crowell and Richard Sexton, 
and a sister. Mrs Glenn Graff. 


VANDENBERG—Died in Wellesley, Mass. 
12 Dec, Mr William Collins Vandenberg, fa- 
ther of Gen Hoyt S Vandenberg, USAF-Ret, 
of Washington, DC. and Mr Shedd Vanden- 
berg of Wellesley, and brother of Mrs Frede- 
rick D Carr. of Garden City, NY, and the 
late Senator Arthur Vandenberg. He also 
leaves eight grandchildren. 


WHEELOCK—Died at the Medical Center 
Bethesda, Md, 10 Dec, Rear Adm Austin W 
Wheelock, USN. Surviving are his widow. 
Mrs Cecilia G Wheelock, a daughter, Cecilia 
Wheelock and a son, George F Wheelock 
all of Leicester, NY. 


ee”) ee 
Obituaries 
A 


Rear Adm. Austin W. Wheelock, USN 


Rear Adm. Austin W. Wheelock, USN, 
died on 10 Dec. 1953 at the U. S. Naval 
Hospital, Bethesda, Md. He was 50. 

Born on 14 March 1903, Admiral Wheelock 
was graduated from the U. S. Naval Aead- 
emy in 1925 and later became a Naval Avi- 
ator. Immediately prior to and during the first 
part of World War II, he assisted in the ex- 
pansion of aviation training in the Navy. 

In March 1943 he was assigned to command 
of the USS Matagorda, a seaplane tender, in 
the Caribbean and North Atlantic. Subse- 
quently, he served on the staff of Command- 
er, Pacific Ocean Sub Area, and the staff of 
Commander, Air, Pacific. In January 1945 he 
took command of the jeep aireraft carrier 
USS Shipley Bay and served in that assign- 
ment until December when he became Dep- 
uty Commander and Chief of Staff to the 
Chief of Naval Air Technical Training at 
Pensacola, and later at Memphis. 

Admiral Wheelock was serving as Chief 
of Staff to Commander, Air, Pacific Fleet, 
when he was selected for flag rank in July 
1952. He had been hospitalized since January 
1953, first at the Naval Hospital, San Diego, 
Calif., and, since June of this year, at the 
Naval Hospital, Bethesda. 

Survivors include his widow, Cecilia Kim- 
ball Wheelock, of James Road, Leicester, N. 
Y., a daughter, Cecilia, and a son, George 
Francis. 


—_—o-—— 
Mrs. Sara Armstrong 


Mrs. Sara Armstrong of Hayward, 
Calif., died on 8 Dec. following a long ill- 
ness that followed an accident in which 
she fractured a hip. 

Mrs. Armstrong was the mother of Col. 
Newton W. Armstrong, (Ret.), of the Cali- 
fornia National Guard and was the mother 
of the late Ralph Sheldon Armstrong, WW I 
aviator who was killed in France in 1918. Five 
granddaughters and 14 grandchildren also 
survive. 

An active member of the Presbyterian 
church at Hayward, Calif., Mrs. Armstrong 
was a charter member of Hayward Chapter, 
Order Eastern Star. She was a native of Cal- 
ifornia and scion of a pioneer family. 

Funeral services were conducted at the 
Mountain View Cemetery, Oakland, Calif.. 
with Chaplain (Col.) Corwin Olds, California 
National Guard, officiating. 

—_o——_— 
Col. Wilson T. Douglas 


Col. Wilson Turner Douglas, USA-Ret., 
died at his home in Winter Park, Fla., on 
11 Nov. Survivors include his widow, Mrs. 
Corinne Douglas of 1721 Laurel Road, 
Winter Park; a sister, Mrs. Dorothy 
Jones, Norfolk, Va., and a brother, Phillip 
S. Douglas, Scarboro, W. Va. 

A graduate of West Point with the class 
of 1925, Colonel Douglas’s service in the Army 
included tours of duty in Hawaii, the Philip- 
pine Islands and Japan. He retired in 1949 
after being hospitalized at Walter Reed AH 
for a heart condition. 

After retirement, Colonel Douglas moved to 
Winter Park where he became active in civic 
affairs. He was secretary-manager of the Win- 





ter Park Chamber of Commerce and a men. 
ber of the Kiwanis Club. 

Burial was in the Arlington National Cem. 
etery, Arlington, Va. 


ee 
Comdr. Waldo E. Golden, MC, USN-Ry, 


Comédr. Waldo Emerson Golden, Mc 
USN, retired inactive, died 27 Nov. 19 
at his home in Berkeley, Calif. He was 

Born 9 June 1893 at Flora, Ill., Commander 
Golden graduated from the University of qj). 
nois College of Medicine in 1917. He entere 
the Navy as a Lieutenant, junior grade, Me. 
ical Corps, following graduation, and wa; 
promoted to Lieutenant in 1920. 

Specializing in gynecology, pediatrics, an 
internal medicine, Commander Golden gay 
active Naval service during both World War; 
During World War I, he served at the Aj; 
Station, Guipauas, France; the Naval Hos. 
pital, Brest, France, and in the USS Caro) 
and USS Seattle. 

After serving at the Naval Training Statiop 
and the Hospital Corps Training School, Say 
Francisco, Calif., from 1920 to 1923, he wa 
transferred to the Asiatic Station where lh» 
served in the USS Monocacy and the Uss 
Penguin, and on the staff of Destroyer Diy. 
sion 43, 

During his 28 years of Naval service, Com 
mander Golden also served in the Unite, 
States Ships Ramapo and Chaumont; at th 
Naval Medical School, Washington, D. C., the 
Naval Training Station and Naval Hospital 
Great Lakes, Ill.; the Naval Hospital, Man 
Island, Calif.; the Recruiting Station, San 
Francisco, Calif., and at the Naval Supply De 
pot, Oakland, Calif. 

Surviving is his widow, Mrs. Viola Pp 
Golden, 601 Euclid Ave., Berkeley, Calif. 

Interment was at the Golden Gate Nationa) 
Cemetery, San Bruno, Calif., on 30 Nov. 193 

——l- 
Mrs. Dorothy M. Janney 


Mrs. Dorothy May Janney, of 7800 S.W 
Brentwood Ave., Portland, Oreg., died 
recently at the St. Vincent’s Hospital in 
Portland. She was the daughter of Col 
and Mrs. Frederick C. Dalquist, and the 
wife of Mr. Gordon R. Janney, all of 
Portland. She also leaves a brother, Capt 
Frederick C. Dahlquist, USA, of St. Louis 

Mrs. Janney was born in Portland, 5 Feb 
1927, and in 1929 went to Los Angeles with 
her parents. 

In 1948 she was graduated from the Uni 
versity of Oregon, where she was a member 
of Delta Gamma sorority. Traveling with her 
parents, she went to Japan in 1949. In 1%) 
she returned to the United States, and in 
1952 married Mr. Janney. 








Dental Graduation at AMC 

Walter Reed Army Medical Center's 
10th class in Dentistry (Advanced) was 
graduated 11 Dec. 

Presiding at the graduation was Col 
John S. Oartel, Director of the School’ 
Dental Division, while Brig. Gen. E. W 
Cowan, Director of Dental Activities a 
the Center, spoke briefly to the graduates 

The graduation address was made by 
Dr. John E. Fauber, assistant Chief Me¢- 
ical Director for the Veterans’ Adminis 
tration Dental Service. 

Certificates were presented by Col. Wil- 
liam S. Stone, Commandant of the School 
while the Invocation and Benediction was 
made by Chaplain (Lt. Col.) Alford V 
Bradley, Chief Chaplain at Walter Reed 

Graduates included Lt. Cols. Louis Em 
ory, Richard J. Farrell, Ashton A. Moody 
and Wallace K. Reese; Majs. Robert 8 
Arbuckly, Thomas R. Cole, Benjamin ! 
DiJoseph; William O. Dougherty, Wilfre 
H. Gladue, Charlie F. Konze, Harry ¢ 
Robertson, Thurman G. Smith, and Capt 
Benjamin P. de Lara. 


Marine Corps Advr. to OCAII 

Maj. David W. Banks, USMC, forme 
Assistant Academic Supervisor, Basi 
School, Marine Corps School, Quanti® 
Va., has been assigned for duty at th 
Office, Chief of Army Field Forces. 

He will serve as Marine Corps Liais0 
Officer, representing the Marine Corp 
Development Center located at Quanti 
The principal function of the Marine 
Corps Liaison Officer is to act as Marint 
Corps Advisor to the Chief of Army Fielé 
Forces and staff. 


Col. Brock Ga. Chief 





Col. Leon A. Brock has been assigné | 
as Senior Army Advisor for Georgia} 


Army Reserve units, He recently returné 
from Korea, where he served for 
months as a staff officer with Fight 
Army Headquarters. = 

Colonel Brock served for nine yee 
with both the North and South Caroli 


Artillery Regiment of the South Caroli 


National Guard before entering _ 
Army service in 1941 with the 178th Fie 
National Guard. 
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Navy Studies New Plans 


for Personnel Management 


A recommended overhaul of the Navy’s 
entire personnel management set-up is 
being readied at the Pentagon for the 
consideration of Secretary of the Navy 
Robert B. Anderson. 

Aimed at establishing a system of 
checks and balances and clearer lines of 
authority and responsibility for person- 
nel policy and administration, the recom- 
mendations are expected to be made by 
an eight-man committee now studying 
ways of improving the organization of 
the Navy. 

Will Urge 3 Steps 

JouRNAL sources said the committee 
will urge (1)—the creation of an Assis- 
tant Secretary of the Navy for Manpow- 
er and Personnel, (2)—separation of the 
“qual and conflicting responsibilities of 
the Deputy CNO for Personnel,” and (3) 
—reestablishment of the office of Chief 
of Personnel as a billet apart from DCNO 
Personnel. 

At present, on the Navy’s civilian sec- 
retariat level, personnel matters are as- 
signed to the Assistant Secretary of the 
Navy for Air as a collateral function. In 
the past, also as a collateral duty, they 
have been assigned to the Under Secre- 
tary. Navy spokesmen said no civilian 
leader, to the best of their knowledge, 
ever has been assigned full-time re- 
sponsibility for manpower and personnel. 

Separation of the responsibilities of the 
Deputy CNO for Personnel presumably 
would eliminate the questionable pro- 
cedure of having an Official set policy 
under one hat and administer the policy 
under a second hat. The present DCNO 
Personnel, Vice Adm. James L. Holloway, 
jr. also serves as Chief of Personnel, as 
did his immediate predecessors. 


Double Role 
He is charged, as DCNO, with “re- 
sponsibility for developing personnel 
logistics plans and policies,” and, as 


Chief of Personnel, is “responsible for 
the immediate supervision and direc- 
tion” of the policies thus established. 

It was not known whether the recom- 
mendation to reestablish the office of 
Chief of Personnel as a separate assign- 
ment would entail the creation of an 
added flag billet. Conceivably, such a 
recommendation could be effected by 
moving up one of the assistant bureau 
chiefs and replacing him with a senior 
captain. 

The changes, if approved, would place 
the Navy’s manpower managership more 
directly in line with that employed by 
the other three Services. 

Both the Army and Air Force have a 
Deputy or Assistant Chief of Staff who 
sets personnel policy (his authority stem- 
ming from the Chief of Staff), and an 
Adjutant General who administers the 
policy. The Marine Corps has an Assis- 
tant Chief of Staff who decides personnel 
policy matters (his authority stemming 
from the Commandant) and a Director of 
Personnel who administers the program. 

The Army has an Assistant Secretary 
for Manpower and Reserve matters and 
the Air Force has an Assistant Secretary 
charged primarily with personnel duties. 
Additionally, the Air Force has a Per- 
sonnel Council which advises the Secre- 
tary on personnel matters. 

Unilateral Approach 

Opponents of the Navy’s system long 
have claimed that it is too unilateral in 
its approach. With one officer deciding 
policy and administering the personnel 
practices, and an Assistant Secretary 
with numerous duties in other fields it 
is believed that there is too little civilian 
control of this important function. 

In listing the duties of the Assistant 
Secretary of the Navy for Air this week, 
the Navy placed Personnel at the top of 
the list. The official organization plan 
lists his responsibilities in the following 
order: (1) supervision of all naval aero- 
nautical matters; (2) promulgation and 
review of research and development ac- 
tivities; (3) matters concerning person- 
nel policy; (4) and (5) board member- 
ship; (6) correlation, preparation and 
presentation of legislation; (7) supervi- 
sion and coordination of matters relat- 
Ing to housing and public quarters; (8) 
immediate supervision of the Office of 
Naval Research, Office of the JAG, Office 


iin aaa Relations and personnel 





Nat. Gd. & Res. Retirements 

Retired under PL 810, 80th Congress: 
Hyman, LtCol Leon R Dillard, LtCol LA 
Neff, LtCol Andrew M Nevius, Maj Carl W 
Schumacher, Col IC Shurte, Col Guyle E 
Alsin, Col Wm M Bazard, Maj Walter S 
MacChesney, Col NW Crowl, Maj Wm N 
Williams, LtCol LS Brouse, Col Karl M 
Formhals, Maj H B 
Jones, Capt P C 
Newman, Maj CarlTF 
Newby, Capt J L 
O’Connell, Col R C 
Crown, LtCol Samuel 
Choate, Col Jno F, NG 
Williams, BrigGenLK 
Walters, LtCol Roy W 
Pitts, Col John E 
Gotay, Col E, NG 
Ronneberg, LtCol C E 
Lupo, Col Carl W 
Ellis, Maj Robt E 
Crozier, LtCol G T 
Cook, LtCol Donald M 
Dempster, Col C B 
Donoghue, Col Jos C 
Lewis, Col Robt B 
Popkess, LtCol Geo E 
Pickett, Col Wm J 
McAleer, Capt J J, sr 
Cole, Col Walter E 
Mazur, Capt Seymour 
Triesch, Col G M, NG 
Stilwell, Col R L, NG 
Morgan, Col David R 
Poole, Col Sidman P 
Blodgett, LtCol H E 
Baker, LtCol R D 
Smith, Col Arthur W 
Lowman, LtCol W 
Queen, Col Howard D 
Powell, Col Lyle S 
Hinman, Capt C F 
Land, Maj Ashby B 


Hixon, Capt W C 
Atkinson, LtCol A K 
Vanderwilt, Col Bert 
Butler, LtCol Ethan F 
Burlingame, Capt 
Fredk W 
Isberg, Maj Edwin S 
Radford, LtCol W A 
Dunn, Maj L J 
Metcalf, Col S W 
Whitcomb, Maj H L 
Besendorf, Capt Geo J 
Carleton, 2dLt FreeC, 
NG 


Jackson, LtCol K E 
Yarnall, Maj D M 
Arnett, Capt Harold I 
Plough, Maj HaroldH 
Sherwood, istLt P H 
Everts, LtCol P W 
Sanders, Maj John W 
Fellers, LtCol Carl R 
Brill, Col Clinton B F 
Myers, Maj Robt N 
Carper, LtCol Robt J 
Knode, LtCol Geo H 
Chataignon, Chap 
(Col) Marius S 
Barratt, Capt W R 
Coleman, Capt H L 
Lipschultz, Maj I 
Tucke, Capt H J, NG 
Foulston, Col S L 
Roach, Maj Walter B 





Col. Norman to III Corps 

Col. Daniel P. Norman, former Head- 
quarters Commander of the Eighth 
Army in Korea, has been appointed 
Deputy Installation Commander of III 
Corps and Ft. MacArthur, Calif. 





Will Attend Staff College 


The following Army officers have been 
selected to attend the 15th class of the 
Armed Forces Staff College, Norfolk, Va., 
beginning in February 1954. All are lieu- 
tenant colonels unless otherwise _ in- 
dicated: 

Col. Jay A. Abercrombie, CE; Elmer H. 
Almquist, jr., Arty.; Col. Strue A. Ansel, 
Armor; William F. Beaty, Armor; William 
H. Birdsong, jr., Inf.; Richard A. Blair, 
OrdC; Linton S. Boatwright, Arty.; Homer 
H. Bowman, Armor; Ernest E. Brown, FinC; 
Robert H, Camp, Arty.; Col. Alfred E. Clark, 
Inf.; Rawlins M. Colquitt, jr., Arty.; Ray- 
mond C. Conroy, TC; Duane D. Davis, SigC; 
Col.. Edwin A. Deagle, TC; John W. Dean, 
Arty.; Col. Robert C. Erlenbusch, Armor; 
Charles W. Flint, SigC; Edward M. Fox- 
worth, QMC; Leonard E. Garrett, Inf.; Rob- 
ert M. Hamilton, Inf.; James F. Hughes, jr., 
Inf. 

George Juskalian, Inf.; Robert W. Kane, 
Inf.; Herman W, W. Lange, Arty.; Warren 
A. LeVan, MPC; Everett DeW, Light, Arty.; 
William R. Lynch, jr., Inf.; Col. Edgar S. 
McKee, Inf.; John P. McWhorter, CE; 
George W. Msevic, TC; Jess E. Newland, 
Inf.; Col. Ned T. Norris, Armor; Col. Thom- 
as W. Otto, AGC; Elmer G. Owens, Inf.; 
William J. Parsons, OrdC; Col. Thurston 
T. Paul, OrdC; Charles D., Peterson, QMC; 
Joseph C. Prentice, CmIC, and Ira C., Red- 
fern, jr., Inf. 

Col. Kenneth C. Robertson, Inf.; Col. 
James R. Rorabaugh, CE; James W. Roy, 
Arty.; Walter J. Rozamus, Arty.; Col. Rob- 
ert H. Schulz, Inf.: Thomas W. Sharkey, 
Inf.; Granville A. Sharpe, Inf.; James J. 
Shaug, QMC: Arnot C. Sine, AMS; Clarence 
E. Stuart, Arty; James K. Terry, Inf.; Wil- 
liam G. VanAllen, CE; Col. Carl K. Warren, 
Arty.; Patrick B. Watson, Inf.; Hoyt E. 
White, SigC; Col. Isaiah A. Wiles, AMS; 
Col. J. L. Wilkin, jr., Inf.; Col. Albert C. 
Williams, Arty.; Curtis L. Williams, JAGC; 
Daniel B. Williams, Arty.; Wayne M. 
Winder, Inf., and Edwin J. Withers, CE. . 








PUBINFO CHIEF 


C. Herschel Schooley has been 
named Director of the Defense De- 
partment Office of Public Informa- 
tion, a post he had filled on an “act- 
ing” basis since September when he 
replaced Andrew H. Berding, now a 
deputy in the U. S. Information 
Agency. 

A comman¢der in the Naval Reserve, 
Mr. Schooley was chief of the press 
branch of the Defense Department 
PublInfo Office before being moved up 
to the top post. 





Hildreth, LtCol G W 


19 December 1953 
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FITZSIMONS ARMY HOSPITAL, COLO.— Bowling Team Captains and League 
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Officers of the Officers’ Wives’ League shown planning an “end of season” banquet at 

which time prizes will be awarded the outstanding bowlers. Left to right: Mesdames 

Robert E. Selwyn, Edward P. Shannon, jr., Carl W. Tempel, Linsley B. Dorman, 

Kenneth E. Bates, Arthur F. Lincoln, James B. Seaman, Orin E. Strande and Frank 
L. Miller. Seated is Mrs. Henry B. Fitch, League President. 


Casson Headed By General Adler Urges 
1 Jan. 55 Start of Natl. Security Tng. 


The National Security Training Com- 
mission, under chairmanship of Maj. 
Gen. Julius Ochs Adler, USAR, vice presi- 
dent and general manager of the New 
York Times, this week urged the Nation 
to begin on 1 Jan. 1955 “or earlier” an 


NST program with at least 100,000 | 
trainees the first year. 
In addition to General Adler, other 


members of the Commission included Dr. 
Karl T. Compton, chairman of the board 
of M.I.T. and a distinguished physicist; 
Warren Atherton, 1944 national com- 
mander of the American Legion and a 
California attorney; Admiral Thomas C. 
Kinkaid, USN-Ret., and Lt. Gen. Ray- 
mond S. McLain, USA-Ret., the only Na- 
tional Guard officer to command a corps 
in WWII and later Army Comptroller. 


The Commission presented its report 
to the President, where no _ indication 
immediately was given as to White 


House reaction. 

On Capitol Hill, the proposal to start 
NST was met by a cool reception, not 
surprising with an election year ahead. 

Cited as political dynamite is the fact 
that at the outset the plan would place 
some men of 18 in service for six months 
under NST, while others would serve 
two years under the draft. 

Here is the complete text of the Com- 
mission’s recommendations as submitted 
to the President in the report entitled 
“20th Century Minutemen.” 

1. All fit young men of 18 should enter 
the National Security Training pool upon 
registering with the Selective Service System. 

2. The trained non-veterans should serve 
ahead of the veterans to the extent prac- 
ticable if there is another emergency. 

a. After six months of basic and technical 
training, National Security trainees should 
be transferred to the reserve for seven and 
a half years and should be liable to recall 
ahead of veterans. 

b. As the implementation of National 
Security Training proceeds, veterans of the 
present emergency who have served for two 
years or more and who are not voluntarily 
participating in Ready Reserve activities 
should be transferred out of the Ready Re- 
serve to Standby status upon their request 
as the national security permits. 

3. The trainees should become the basis 
of a realistic non-veteran reserve. 

a. Trainees should be allowed to satisfy 
their Ready Reserve liability by choosing 
between several options in so far as the 
mobilization base permits. Ready Reserve 
liability should be shortened depending upon 
the extent of participation by the individual 
reservist. 

b. In addition, inducements to join units 
should be offered to trainees to encourage 
voluntary unit participation. 

ec. The troop basis of reserve forces should 
be fixed at an appropriate level based on 
requirements of the world situation: unor- 
ganized Ready reservists should remain in 
a pool, subject to recall. There should be 
no effort to move all graduate trainees, 
either basic, specialists, or officers, into 


organized units above the required troop | 


basis. 

d. Each trainee upon his entrance into the 
Corps should be screened and classified as 
soon as practicable to determine his apti- 





|} at 


tudes, future work plans, and probable future 
residence and its proximity to existing re 
serve facilities. He should be trained as near 
his home as possible. He should be encour- 
aged to pursue through existing reserve 
training facilities specialist skills acquired 
while in the Corps. 

e. Graduates of the program should be 
classified distinctly as members of a non- 
veteran reserve, not intended to go on active 
duty unless the alternative is the recall of 
veteran reservists. 

f. The reserve obligation of young men 
who undertake certain professional and tech- 
nical training should be held in abeyance 
until the completion of such training if they 
so wish. 

g. In an emergency the Selective Service 
System should recall reservists who are not 
participating in reserve activities and who 
do not have specific mobilization assignments 
in accordance with the selective standards 
applying to young men liable for service. 

4. Young men sheuld draw lots upon 
registering with Selective Service to deter- 
mine whether they will be liable for training 
or service. 

a. They should be notified of the result 
immediately. 

b. Young men who desire to enlist in the 
Corps should be required to draw lots to 
determine whether they will be liable for 
training or service. 

ec. Volunteering for the Corps by those un- 
der eighteen should be restricted to young 
men who have graduated from high schoo} 
or who have left school for good reasons 
and have parental consent. 

d. Young men should be allowed to specify 
the month of the year following their 
eighteenth birthdays during which they pre- 
fer to be inducted, with priority being given 
to college students, farm workers, and indus- 
trial workers. 

e. Young men should be allowed to specify 
the service of their choice and should be 
accommodated to the extent possible within 
the overall quotas. 

f. National Security Training should be 
prerequisite to the continuation of exemp- 
tions of non-veterans from induction for 
service because of participation in organ- 
ized reserve units, including the National 
Guard. 

gz. Permissive deferments now authorized 
by regulation for men liable for induction 
for service should be disallowed for induction 
for training. 

h. The induction of young men in agri- 
culture and industry should be delayed for 
seasonal work, although such delay should 
not continue for extended periods. 

i. Young men in high school should not 
be inducted for training until they graduate. 
cease to pursue their studies satisfactorily, 
or reach their 20th birthday, whichever 
occurs first. 

j. The induction of young men in college 
should be delayed until the end of the cur- 
rent academic year or until they cease pur- 
suing their studies satisfactorily, whichever 
occurs first. 

k. As an interim measure, young men who, 
the time of registration, have signed 
ROTC contracts committing them to lia- 


| bility for two years or more of active duty 


if a commission is tendered upon gradua- 
tion should be considered to have fulfilled 
their obligation for training. Should they 


| subsequently fail for any reason to fulfil) 


their contract commitments, they should 
(Please turn to Next Page) 
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INDUSTRY * FINANCE 


“Bob Cat” Lightweight 
Jeep on Show at Pentagon 


The new “Bob Cat” jeep, designed 
especially for air-borne operations, made 
its debut this week before ranking of- 
ficers and military automotive engineers 
at the Pentagon. 

Although smaller and lighter than the 
standard jeep, the Bob Cat nevertheless 
is touted by its manufacturer, Willys Mo- 
tors, Inc., as equally rugged and versa- 
tile. 

“To meet military needs, the Aero- 
jeep’s design incorporates ruggedness 
and versatility on the ground along with 
‘feather-weight’ to allow easy lift by 
plane or helicopter,” declared Raymond 
Rausch, vice president and general man- 
ager of Willys. 

Prior to its Pentagon review, the ve- 
hicle was tested for five weeks by Army 
Ordnance, Aberdeen Proving Ground, 
Md. It now will be sent to Quantico, Va., 
to be evaluated under Marine combat 
conditions. So far, no official test results 
have been made public. 

Despite the similarity of design, the 
Bob Cat is 44 per cent lighter and al- 
most three feet shorter than the stand- 
ard jeep. It weighs 1475 pounds, but re- 
portedly can carry 1000 pounds over 
roads and 500 pounds over the roughest 
terrain. It measures 100 inches from 
bumper to bumper, and has a top speed 
of 70 miles per hour. 

The new jeep’s lightness is attributed 
chiefly to its all-aluminum body, which 
weighs only 81 pounds, and its various 
aluminum parts and magnesium wheels. 
AS an economy measure, and also as a 
means to reduce maintenance difficulties, 
the Bob Cat has 85 per cent interchange- 
ability of parts with the conventional 
model jeep. 

The five major parts that account for 
most of the interchangeability with the 
standard jeeps produced since 1950 in- 
clude the Willys 4-cylinder, L-head en- 
gine; front and rear axle assemblies, 
transmission; transfer case and bell 
housing. 

The multi-purpose vehicle can be used 
as a command car carrying four passen- 
gers, aS an ammunition and cargo car- 
rier, a frontline ambulance, a gun car- 
rier, or as a towing vehicle to rescue 
larger trucks bogged down in mud. 





Commands Detroit Ord. Dist. 


Brig. Gen. Gerson K. Heiss this week 
took over duties as commanding general 
of the Detroit Ordnance District to re- 
place Col. Edward D. Mohlere, who has 
served as commanding general since last 
Summer. Colonel Mohlere will remain at 
DOD as assistant to General Heiss. 

General Heiss served in both Europe 
and North Africa during WW II. He later 
was attached to the Office of the Assist- 
ant Secretary and Under Secretary of the 
Army. His last assignment was as Ord- 
nance Officer of U. S. Army Forces, Far 
East. 
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“AT YOUR SERVICE 


Wherever you are, to assist 
in your financial affairs. 


American Security 


& TRUST COMPANY 
15th Se. & Pennsylvania Ave, N. W. 
Washington, D. C. 


Daniel W. Bell, President 
MEMBER FEDERAL DEPOSIT INSURANCE CORPORATION 
MEMBER FEDERAL RESERVE SYSTEM 
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Procurement Director Named 


Warren Webster, jr., New Jersey busi- 
nessman, has been appointed Director of 
Procurement and Production Policies in 
the Office of the Assistant Secretary of 
Defense for Supply and Logistics, the 
Pentagon has announced. 

He will be particularly concerned with 
the establishment of plans and programs 
governing the purchasing and contract- 
ing policies of the Defense Department, 
including the assignment of purchasing 
responsibility among the Department’s 
procuring agencies. He also will be re- 
sponsible for reviewing production sched- 
ules and will supervise the petroleum 
logistics program. 

During WW II, Mr. Webster served 
from 1942 to 1945 in the Office of the 
Chief of Ordnance, Department of the 
Army, first as a civilian and later as a 
commissioned officer. He held the rank of 
Lieutenant Colonel upon his discharge. 





SCREW DRIVER CUT 


The Defense Department, as part of 
its standardization program, has re- 
duced the number of different screw 
drivers in the Armed Forces from 800 
to 100. Instead of 74,000 different 
types of bearings, a mere 21,000 will 
do. 

Overall, the Department intends to 
reduce the present 4,000,000 different 
inventory items to 1,500,000. 





New Drop Method 


The Air Research and Development 
Command and the Douglas Aircraft Co. 
have devised a new method for parachut- 
ing heavy equipment from the C-124. 

The new system, which weighs only 
2800 pounds and requires only minor 
structural modification of the aircraft, is 
capable of dropping 40,000 pounds of 
equipment in a few seconds. 

It consists chiefly of a pair of rails, a 
chain drive and specially-designed pallets 
to move the cargo out of the aircraft 
quickly. The pallets, previously packed, 
are winched onto the tracks and into the 
aircraft through the nose doors. A hook 
at the botton of the pallet engages the 
chain drive, and the pallet and cargo are 
tied down. 

Once over the drop area, the tie-downs 
are removed and the aft doors in the 
botton of the aircraft are opened. The 
chain drive is started and the cargo is 
pulled back to the open door and allowed 
to fall out of the plane. 





Spanish Const. Billet 


Comdr. Thomas Jefferson (CEC) staff 
civil engineer of the Atlantic Fleet Am- 
phibious Force, Little Creek, Va., was 
scheduled to leave earlier this month for 
Madrid to assume new duties as assis- 
tant to the Director of Construction, 
Joint United States Group, Spain. 

Commander Jefferson was assigned in 
1951 as commanding officer of Amphibi- 
ous Construction Battalion Two, Little 
Creek, after serving a tour of duty in the 
office of Naval Intelligence. He became 
staff civil engineer in October 1952. 





ACCOUNTS 


ACH ACCOUNT INSURED TO $10,000 


WRITE TODAY for FREE LIST 
of Insured Savings & Loan 
Associations paying a current 
rate of 32%, sometimes, ever 


more. WHY TAKE LESS? No 
Charge. No obligation. 
8. RAY ROBBINS CO. DEPT. D-6 


501 Fifth Ave., N. Y. C. MU 7-0067 
131 State St., Boston, Mass. LA 3-2261 














General Adler’s Commission 
(Continued from Preceding Page) 
be inducted for training or service as 

appropriate. 

1. Present statutory deferments should con- 
tinue for divinity students, conscientious ob- 
jectors, sole surviving sons, and severe de- 
pendency hardship cases, but the number in 
these categories at age 18 will be very 
negligible. 

5. National Security Training should begin 
on 1 Jan, 1955 or earlier, with at least 100,000 
trainees. This number should taper upward 
as manpower avail»bility and the size of the 
armed forces permit. 

6. In the training program. trainees should 
receive not more than six months and 
not less than 1,050 hours of actual training. 

a. Existing training facilities should be 
utilized for this program to their fullest 
capacity. No new major construction should 
be authorized unless absolutely necessary. 

b. Support personnel should not exceed the 
number authorized for similar training in the 
regular components. 

ec. The trainees’ rights to speak, to dis- 
sent, to believe as they choose, to equal 
justice under law, and to economic protection 
and good health should be maintained to the 
highest possible level. 

d. Trainees should be reinstated within 
their jobs if they wish within thirty days 
after their release from the Corps. 

e. With two reservations, trainees should 
be subject to the Uniform Code of Military 
Justice of 1951. 

f. Instructors in non-military subjects 
should strive to present the broadest and 
most generally accepted princinies of our 
society and should encourage individual dis- 
cussions after formal lectures. 

g. Instructors should have the highest 
moral and ethical standards. 

h. Local Citizen Advisory Committees 
should be formed to help improve the off- 
duty environment of the trainees. 

i. The Commission should be consulted by 
the Department of Defense about the budget 
estimates for the oneration of their Corps 
before thev are submitted to the President 
and should be required to submit cost studies 
on the program to the Congress. 

j. The Commission should establish an 
inspection system to carry out the super- 
visory and renorting responsibilities imposed 
upon it by the Congress. 

7. “Basic military traaining’’? should be 
redefined in the light of 20th Century 
warfare. 

a. A careful, specialized study of present 
physical and mental retection standards 
should be made by an independent, non- 
military group. 

b. Basic literacy courses should be offered 
to trainees who have not learned to read 
and write, and every effort should be made 
to utilize otherwise limited personnel in the 
Corps. 

National Security Training would add these 
specific values to our defensive posture and 
abilitv to survive: 

a. The Nation would not again have to re- 
call veteran reservists ahead of non-veterans, 
removing the present deplorable inequity 
which has created a class of privileged de- 
ferees, while multiplying the burden on those 
who volunteer or are drafted to train and 
serve and then are the only trained reserve 
for anv future emergency. 

b. The steadiness of our long-term pre- 
paredness might help deter war. 

ce. Our young men would be trained to 
survive, so we might expect fewer military 
casualties in the event of war. 

d. The trainess could be of value to Civil 
Defense, especially those who joined their 
local Civil Defense units. 

e. We would be better prenared to contend 
with local aggression; to hold or seize vital 
surface areas; to protect our sea and air 
bases: to aid our allies before they were 
over-run; to use or refrain from using power 
weapons in accordance with moral and prac- 
tical considerations; to follow up aerial blows 
against an enemy: and to contend with fifth 
column activities in time of war. 

f. The military establishment would be 
assured of the continuing existence of a 
training plant. manned and eauipped, so 
that regular forces would not have to be 
broken up for training purposes in an 
emergency. 

g. The Civilian Reserve components would 
be vitalized by a steady flow of trainees 
with 1.600 hours of training, or about 60% 
ready, instead of 600 hours, or less than 20% 


ready as at present. This can be accom- 
plished in no other feasible way over the 
long run, 


h. Regular forces would be immediately 
available for duty in the theater of opera- 
tions, and reserves could complete field train- 
ing by the time shipping was available for 
their transportation. 

i. Machinery would be created for classifi- 
cation and aptitude determination so that 
potential officers, non-commissioned officers, 
and specialists could be encouraged to take 
further training in their status. 

j. The disadvantage of crisis psychology 
would be replaced, to some extent, by a calm 
sense of strength. 

k. The overall investment. less camp sites 
and buildings which are already available, 











AF Shows New Electronic 
Device Control Air Traffic 


A new traffic control system whic, 
may eliminate “stacking up” of plane; 
over busy air bases was shown to the 
public recently at the Air Force’s Cam. 
bridge Research Center, Boston, Mass 

The revolutionary system is an ele, 
tronic device capable of bringing air. 
craft into a base at precise intervals of 
30 seconds, three times faster than pres. 
ent manual systems. 

Despite the complexity of the eleg 
tronic tracking and computing units of 
the apparatus, the system, which yil] 
cost approximately $100,009 to install at 
an air base, is described by scientists as 
“basically simple.” 

Earlier this year, after reporting the 
success of the system, popularly known 
as VOLSCAN, Benjamin F. Greene, who 
directed the project, received the Thur. 
man H. Bane Award for research in 
areonautics from the Institute of Aero. 
nautical Sciences. During the past week. 
the Cambridge Research Center, com. 
manded by Maj. Gen. R. C. Maude, has 
been displaying VOLSCAN to represent. 
atives of Government and industry. 

One interesting and advantageous fea. 
ture of the new system is its ability to 
control an extensive area from one site. 
During the public test on 7 Dec., planes 
were simultaneously “fed into” four dif- 
ferent airports in the Greater Boston 
area. 

VOLSCAN directs an aircraft until it 
is two miles from the runway and lined 
up with it in heading and altitude. At 
this point, pilots can land visually under 
most weather conditions. However, 
should the weather be unusually poor, 
the last two miles can be made by 
Ground Control Approach or by Instn- 
ment Landing System. 





Treasury Secretary Analyzes 
(Continued from Page 463) 
Humphrey at San Francisco in October 
marched off into fields outside his fiscal 
responsibility to tell military command 
ers what kind of a program is best; 
while Admiral Radford at Washington in 
December computed defense strategy in 
terms of “political and economic factors.” 

The result: the “New Look..” 


ECI Enrolls No. 75.000 





The USAF Extension Course Institute, | 


Gunter AFB, Ala., enrolled its 75,000th 
student last week, an all-time high. 

ECI students are members of the Reg- 
ular Air Force, Air Force Reserve, Air 
National Guard, Civil Air Patrol and 
other military services in the Depart- 
ment of Defense. 

The 75,000th ECI student is T/Sgt. Ed 
ward Y. Warrington of 2499 East Mich- 
igan Ave., Ypsilanti, Mich. A Reservist 
on inactive status, he is a member of 
9615th Volunteer Air Reserve Training 
Squadron at Ann Arbor, Mich. 





Col. Singer Police Director 


Col. Paul L. Singer, MPC-Ret., former 
chief of the Alabama Military District, 1s 
serving as director of police for Bit 
mingham., 

He was named to the post to reorgal- 
ize and modernize the department ant 
after a year is expected to turn the job 
over to a Civil Service-appointed Chief 
of Police. 


would be less than $2,700 per trainee. Under 
certain specified circumstances, Nation# 
Security Training might save the Nations 
taxpayers several billions of dollars. > 
1. Disruption of civilian life and the civiliat 
economy would be reduced because the trail 
ees would take the training at the natur 
break between high school and college 
a career. 
m. To whatever extent 
could be safely reduced because of the addet 
security of a strong non-veteran reserve, mort 


of our young men would have time f0 

civilian pursuits, giving us a_ stronge 

national economy. ; 
n. Present uncertainties about milital 


status would be reduced. 

o. National Security Training would be 
compatible with the best elements of 0W 
national heritage. It would not yield mill 
tarism under the provisions of law whi 
require continuing general subdivision of the 
operation of the Corps by this independett 
civilian-majority Commission. 
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MARINE CORPS 


Commandant—Gen. Lemuel C. Shepherd, jr. 
Asst. Commdt.—Lt. Gen. Germald C, Thomas 











Lt Colonel 

Spooner, John R, JAB, NB, LittleCreek, Nor- 
folk, Va: to Overseas. 

Houser, Robert H, San Francisco; 
TraPac, Coronado, Calif. 

Throneson, Harold K, San Francisco; to Trp 
TraPac, Coronado, Calif. 

Schott, Ernest E, 9thMCRD&RD, Chicago; 
to Trp TraPac, Coronado, Calif. 

Maquire, James B, jr, TrpTraPac, Coronado, 
Calif; to SanFrancisco. 

Munson, Stephen C, jr, TrpTraPac, Coro- 
nado, Calif; to SanFrancisco. 

Poindexter, Arthur A, TrpTraPac, Coronado, 
Calif; to SanFrancisco. 
Brilliant, Manuel, MCAS, Miami, Fla; 
JAB, NB, Little Creek, Norfolk, Va. 
Hanna, George V, jr, USNH, Bethesda, Md; 
to Home. 

Black, Kenneth H, AirFMFPac, 
Calif; to Overseas. 

Bright, Cruger L, AirFMFPac, ElToro, Calif; 

to Overseas. 

Johnston, Paul T, AirFMFPac, 
Calif; to Overseas. 

Smith, Rolland F, 34MAW, Miami, Fla; to 
Overseas. 

Hollowell, George L, 2€MAW, Cherry Point; 
to Overseas. 

McMahon, John P, 24MAW, Cherry Point; 
to Overseas. 

Furlow, Thomas W, 24MAW, Cherry Point; 
to Overseas. 

Hammond, Robert C, jr, AirFMFPac, El 
Toro; to Overseas. 

Bartosh, Walter R, HQMC; to AFSC, NB, 
Norfolk, Va. 

Knott, Gordon H, AirFMFPac, EIToro; 
Overseas. 

McDaniel, James T, AirFMFPac, EIToro; to 
Overseas. 


to Trp 


to 


EIToro, 


EIToro, 


to 


Major 

Ault, Peter N, MCAS, CherryPoint; to Over- 
seas. 

Messer, Edward R, SanFrancisco; to MCB, 
CampPendleton. 

Radics, Emil J, SanFrancisco;: to Overseas. 

Ludvigson, James D, SanFrancisco; to Over- 
seas. 

Finlayson, 
Overseas. 

Paige, Mitchell, 2daMarDiv, CampLejeune; to 
Overseas. 

St. John, Roscoe R, AirFMFLant, Cherry 
Point; to 11th ND, San Diego, Calif. 

Magill, James H, AirFMFPac, EIlToro;: to 
— School, Maxwell AFB, Montgomery, 
Ala. 

Phillips, Eber B, 2€MAW, CherryPoint; to 
Inactive Duty. 

— William A, San Francisco: to Inactive 
uty. 

Reid, William G, San Francisco; to Overseas. 

Watson, Paul B, jr, Bendix Aviation Corp.. 
South Bend, Ind; to Overseas. 

Batton, Walter B, Johns Hopkins U, Silver 

Spring, Md: to Overseas. 

McDevitt, Hugh A, Overseas: to HQMC. 

Cropley, Richard B, 2dMarDiv, CampLe 
jeune: to Overseas. 

Chandler, William H, Overseas: to Inactive 
Duty. 

Dodd, Paul M, MCS; to Overseas. 

Horwath, William J, MCS: to Overseas. 

Evans, Wilbur F, jr, MAD, NATTC, Mem- 
phis; to 22MAW. CherrvPoint. 

LeClaire, Charles H, SanFrancisco; to Over- 


Edwin H, 3dMAW, Miami; to 


Richard C, MCS: to Home. 
Sloemake, Arthur L, MCS: to Overseas. 
Anderson, George, ForTrpsFMFPac, 29 
_ Palms, Clif: to Overseas. 
Vance, William FE, ForTrpsFMFPac, 29 


Palms, Calif: to Overseas. 

Anderson, Herbert V, jr, FMFPacTrps, Camp 
Pendleton: to Overseas. 

Cleveland, Vincent T, FMFPacTrps, Camp 
Pendleton: to Overseas. 

Anderson, Nels E, 2dMarDiv, CampLejeune; 
to Overseas. 

Jerue, George E, 2dMarDiv, CampLejeune; 
to Overseas. 

= Thomas R, FCS, Quantico; to Over- 

as, 

Goldston, Eugene V, NAS, Pensacola; 

p 2dMAW, CherryPoint. 

ee, Pau! E, Camp Lejeune; to Over- 

wees, Richard P, CampLejeune; to Over- 
seas. 

Courington, Roy N, MCRD, ParrisIsland; to 
NB, Norfolk, Va. 

Dufford, John M, Camp Lejeune; to 24MAW, 
Cherry Point. 
Myers, Victor E, 
La tmpLejeune. 

wis. Earl N, Camp Lejeune; to Overseas. 


to 


2dMAW, CherryPoint; to 





Ft. Hood Medical Chief 


Col. Raymond Maret has arrived at Ft. 
Hood, Tex., from Walter Reed Army Med- 
ical Center, Washington, D. C., to take 
over the position of Chief of Medical 
Service at the Station Hospital. He re- 
Places Col. Ralph M. Patterson, who de- 
parted for duty overseas. 








| NATIONAL INVESTMENT CO.. 
' Henderson Blvd., Tampa, Florida. 


Slapsie Maxie and Others To Give Holiday Shows 


Six groups of USO-Camp Shows enter- 
tainers will spend Christmas overseas 
entertaining servicemen from Korea to 
North Africa. 

Three units, headed by Johnny Grant, 
Roscoe Ates and Larry Roberts, will 
entertain troops in the Korea-Japan 
area. Buddy Rogers is taking a unit to 
Alaska. Slapsie Maxie Rosenbloom is 
heading a group which will stage shows 


in the European Theatre. Another Euro- 
pean unit, which will tour parts of North 
Africa, will be headed by Keenan Wynn. 

All the units will depart from Bur- 
bank, Calif., on 18 Dec. and return 5 Jan., 
with the exception of the Keenan Wynn 
unit which will extend its tour to 9 Jan. 
in order to play Bermuda at the special 
request of the commanding officer of the 
| base there. 


| 
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52d FA Bn. C.O. 


Lt. Col. Robert L. MacGregor, of Dixon, 
Mo., has assumed command of the 52d 
Field Artillery Battalion in Korea from 
Maj. Theodore J. DeFranco. 

Colonel MacGregor was formerly the 
senior artillery instructor in the ROTC 
unit at Purdue University. 
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REAL ESTATE FOR SALE OR RENT 





| North Carolina 











District of Columbia 








PENTAGON ASSIGNMENT? Multiple-List- 
ing Realtor offers ‘‘One Stop Service."’ See 
picture and details of selected homes. SALE 
or RENT. FRED GEORGE, Multiple- 
Listing Realtor, JAckson 8-6777, 2173 North 
Glebe Road, Arlington 7, Virginia. 


FURNISHED APARTMENTS 
HOTEL WINDSOR PARK, Washington’s 
new Completely Air-Conditioned HOTEL. 
2300 Connecticut Ave., N. W. Attractive 
furnished 1 or 2 bedrooms, living room, 
kitchenette and bath apartments now avail- 
able for rental by the month. Daily maid 
switchboard service. Garage in hotel. Din- 
service, bed and bath linens, utilities and 
— room open daily from 7 A.M. Write or 
call Mr. Harnett, Manager. HU. 3-7700. 
SANDOZ, INC. Real Estate, Insurance, 2 
Dupont Circle, Washington 6, D. C. 











PLANNING FOR RETIREMENT? See the 
desirable properties we have for sale in 
Washington and Maryland. At GIBSON IS- 
LAND on CHESAPEAKE BAY we have an 
excellent waterfront colonial house for under 
$30,000. Other Gibson Island houses priced 
to $75,000. Gibson Island is 40 miles from 
Washington, 25 miles from Annapolis, and 
is attracting many retired and active duty 
officers. The Island offers full resort facili- 
ties. A 24-HOUR GUARD AT CAUSEWAY 
GATEHOUSE insures protection and privacy. 
A few summer rentals available. Sales and 
rentals subject to approval to Club Board 
of Governors. Call Mrs. Krafft DEcatur 2- 
3600 or write RANDALL H. HAGNER & 
COMPANY, 12321 Connecticut Avenue, N.W., 
Washington, D. C 





Florida 

BRADENTON, FLORIDA. Christmas Greet- 
ings to our Readers among the Armed Serv- 
ices. ARMY WIFE, MRS. WATKINS with 
WYMAN, GREEN and BLALOCK. 








FEDWIN J. HOUSE (Maj. Gen. USAF Ret’d) 
Real Estate and Insurance. Winter Park. 





Beautiful NEW home, fully air-conditioned, 
two bedrooms, in Sarasota. Thirty Thousand 
Dollars. Home between Sarasota and Brad- 
enton, three bedrooms, about thirty bearing 


fruit trees, Thirtv Thousand Dollars. Homes 
designed and built by SPRAGUE CON- 
STRUCTION CO., thirty vears’ experience 
in this locality. . O. BOX 694, SARA- 


SOTA, FLA. 

BRADENTON-SARASOTA: For vour Florida 
home contact Colonel Ralph Hill. Retired. 
with HARRIMAN REAL ESTATE, 75 South 
Palm Avenue, Sarasota, 


CLEARWATER, FLORIDA—On the Gulf of 
Mexico. The ideal spot for retirement. Write 
for free, illustrated pamphlet TODAY! 
Maurice M. Condon (USMA '26) Realtor, 425 
Cleveland Street. 


To get the most pleasure and satisfaction out 
of retirement. come to Sarasota. COLONEL 
HENRI A. LUEBBERMANN, with WALTER 
GRUHLER. REALTOR, Sarasota, Florida. 


This Wholly Beautiful NEW Home is one 
of the most attractive we have ever offered. 
In Ocala’s most exclusive residence section. 
this house of masonry construction has 6 
rooms, 2 tile baths. hot air furnace and huge 
screen porch facing South. Price $18.725, 1/3 
cash, balance like rent. 
CREADY, Ocala, Florida. 


TAMPA-—Salt or fresh water fishing. golfing 
—just plain loafing by the sea or under the 
pines by a lake—we have homes to suit all 
fancies and pocketbooks. 25 years in this 
business. You profit by our experience. Col. 
Huffman & Col. Cordero, Retired with 
SHULSTAD & HUFFMAN, 116 E. Lafayette 
Street, Tampa, Florida. 


RETIRING SOON? Come to Tampa. The 
year round city that gives you most for your 
dollar. Let us help vou select your retire- 
ment home on Old Tampa Bay. [Illustrated 
pamphlet will. be forwarded on reauest. 
Major Guy J. Navier. Retired with INTER- 

INC., 3825 




















STEPHEN Mc | 


RETIRING? COME TO ASHEVILLE. Su- 
perior year around climate. Cool summers. 
Mild winters. Elevation 2200 feet. Write 
Lt. Col. C. B. King, retired. DILLARD 
REALTY COMPANY, Asheville, N. C. 








Texas 








SAN ANTONIO Real Estate—Homes, Lots, 
Investment Property. GUY CHIPMAN CO., 
oe 625 Corona. Phone University 











Virginia 





PENTAGON BOUND? Be sure to see the 
nationally famous HOMES RUN and PINE 
SPRING CONTEMPORARY HOMES in Vir- 
ginia suburbs of D. C. Approved by SOUTH- 
WEST RESEARCH INSTITUTE and_ ac- 
claimed by HOUSE & HOME and HOUSE 














BEAUTIFUL. FHA built and financed. Free 
literature available at your request. Other 
selected homes available for sale or rent. 
LURIA Bros.. 2300 Wilson Blvd., Arlington, 
Va, JA. 7-8500. 


‘Service to the Service from a Service Wife.’’ 
Our listings include highly desirable prop- 
erties in both Virginia and Washington area. 
Write or Phone HICKS REALTY COMPANY, 
Realtors, 3706 Mt. Vernon Avenue, Alex- 
andria, Virginia. Office: KIng 9-1600. Eve- 
nings: TEmple 6-0933. 


Leaving WASHINGTON, D. C.? Better keep 
your home as a profitable investment by 
renting it while you are away. We will han- 
die all details, make loan and insurance 
payments, repairs, etc., and remit monthly. 
ASK-US(?) REALTY COMPANY, 4350 LEE 
HIGHWAY, ARLINGTON, VA. Tel. JAckson 
8-1252—JAckson 7-2659. 








ORDERED TO WASHINGTON? Suggest you 
write or see me on arrival and I will arrange 
your inspection of homes for sale in the 
Virginia area. Hugh Turney, Rear Admiral. 
USN (Ret.). Virginia Representative with 
Frank S. Phillips. Realtor. 2429 Wilson Bivd., 
Arlington, Va. Phone Ja. 5-6266 or Je. 4-4247. 





TRANSFERRING TO WASHINGTON? 
Write for booklet about WARWICK VIL- 
LAGE, ‘‘So close to Washington’’ at Mt. 
Vernon and Commonwealth Avenues in Alex- 
andria, Virginia. (Temple 6-6912.) 3 Bed- 
room homes For Rent with full basements, 
free washer and dryer in each unit, $115 
per month. Landscaped Gardens. Mainte- 
nance free. 5 minutes to Pentagon, schools, 
churches. shopning, bus service onlv one 
block. P. O. Box 2176, Potomac Station, 
Alexandria, Va. 





HT/MRS — Holley-Thompson — Means Reli- 
able Service is our slogan. Special attention 
is given SERVICE PERSONNEL with their 
housing problems. We can help you with 
temporary and permanent rentals or with 
locating a home for purchase. Write or call 
Holley-Thompson Realty, open 9 till 5800 
Lee Highwav. Arlington, Virginia — Tele- 
phone KE 8-5350. 





DO YOU NEED A PLACE TO LIVE? Bring 
your housing requirements to someone who 
understands the problem from both sides. 
See Harris T. Richards. USA, Ret., HARRIS 
T. RICHARDS, INC.. 2822 North Washing- 
ton Blvd., Arlington, Virginia. JAckson 5-9387 
Days, and JEfferson 2-4461 Evenings. 





ONLY $1.000.00 DOWN and move into this 
new delightful 3 Bedroom Rambler in 
friendly, convenient Groveton, Virginia. Only 
15 minutes from Pentagon. 9.3 euhic foot 
Admiral Refrigerator, deluxe electric stove, 
ceramic tile bath. 2 blocks from elementary 
school. Assume loan placed bv _ builders. 
sendy ed : 9p Chl eggs on INC.. 1420 
rince Street. Alexandria, Virginia. 
6-2199 or KIng 9-7510. ’ acne 





ALEXANDRIA, VIRGINIA REAL ESTATE. 
A Service organization for Service people.” 
Whether BUYING. SELLING, RENTING or 
PROPERTY MANAGEMENT. Consult—THE 
M. H. BARRY ORGANIZATION, 2206 Mount 
Vernon Avenue, Alexandria. Va. KIng 
TEmple 6-2442, TEmple 6-5760. 














Virginia (Cont.) 


WASHINGTON BOUND? Send for our new 
15 page free illustrated booklet on housing, 
maps, schools, financing, rentals northern 
Virginia. J. FULLER GROOM REALTY CO., 
206 Radio Building, Arlington, Va. Multiple 
Listing Realtor. 


EBNER R. DUNCAN CO., Realtors & Insur- 
ance, 916 Prince Street, Alexandria, Virginia. 
We are one of the oldest Real Estate agen- 
cies in Alexandria and specialize in courteous 
and honest consideration of Service person- 
nel. Call King 9-3530., 


OF THE SERVICE, BY THE SERVICE, 
FOR THE SERVICE—ROUTH ROBBINS 
REALTY, INC., 2007 Mt. Vernon Ave., Alex- 
andria, Virginia, offers the services of a 
highly trained staff. As members of the 
Multiple Listing System and The Alexandria, 
Arlington, Fairfax Real Estate Board, we 
maintain a current list of rentals, temporary 
rentals, and good sale property. Make our 
office your information headquarters and we 
will help you get properly located for your 
Washington tour, Open daily 9 to 7 includ- 
ing Sundays. Call KIng 8-3106 or evenings, 
call Sennen 3-5163 for prompt and reliable 
service. 




















Free Booklet on Virginia. G. B. LOR- 
RAINE, Law Building, Richmond, Virginia. 





AUTOMOBILES 


“ATTENTION OVERSEAS AND CONTI- 
NENTAL MILITARY PERSONNEL.”’ Low- 
est cost to you on Chrysler and Plymouths. 
No State sales tax to pay here. Financing, 
insurance, delivery arranged anywhere for 
your convenience. Write for full informa- 
tion. Established since 1866, F. S. PEARSON 
SONS, INC., Delsea Drive, Hurffville, N. J. 
Serving West Point and nde officers since 
1932. Special Consideration given to Officers 
on the purchase of a new Ford. m. R. 
Avery, AVERY MOTORS, Route 9-W, High- 
land Falls, N. Y. 











OPPORTUNITIES AVAILABLE 





ATTENTION: RETIRED OR RESERVE 
OFFICERS. Here’s an opportunity to repre- 
sent an established, respected company. In 
most cases you can choose the area in which 
you wish to live. Average earnings of re- 
tired officers now with the company are more 
than $10,000 Write Box 135, The 
Journal. 

PHYSICIANS—SURGEONS—No registration 
fee, no obligation for frequent and up to 
date memos on appointments open for M.D.’s 
in California and throughout the United 
States. Write for forms: Helen_ Buchan, 
Director, CONTINENTAL MEDICAL BU- 
2EAU, Agency, 510 West Sixth Street, Los 
Angeles 14. 


SECURITY SALESMAN: We have an open- 
ing on our sales staff for a good salesman to 
sell high-grade investment securities, Excel- 
lent opportunity for the right man. Leads 
and full cooperation will be given. Knowl- 
edge of selling and of investment securities 
preferred. Liberal commission and bonus ar- 
rangement. Highest reference required. For 
interview communicate with Mr. Robert C. 


a year. 








Jones, jr. by tclephone after 3:00 P.M. on 
week days. JONES KREEGER & HEWITT, 
Members of New York Stock Exchange 


Cafritz Building. DI 7-5700. 


HOWE MILITARY SCHOOL needs reserve 
or retired officer between 25 and 40 to serve 
as Tactical Officer. Preference given college 
and athletic background. Man must live part 
time in barracks. Will provide unfurnished 
apartment and meals for small family plus 
salary. Work starts January 3rd. Contact 
Superintendent, Howe, Indiana. 








TRAINING FOR POSITIONS 


I.T.S, DIESEL TRAINING qualifies you for 
advancement and better pay jobs in Armed 
Forces and future civilian life. I.T.S. heavy 
equipment men always in demand. Use spare 
time in service to train for big pay Diesel 
jobs. Servicemen in all theaters now taking 
course. I.T.S. Placement Advisory Service 
helps eliminate job hunting worries. Special 
low tuition for servicemen. Write today for 
free information. Interstate Training Serv- 
ice, Dept, B-54-N, Portland 13, Oregon. 
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Service Leaders Send Holiday Greetings 
(Continued from First Page) 


in the firm resolution to preserve our faith, our liberty, and our way of life in the spirit 
of true peace and security.” 


HON. ROBERT T. STEVENS, Secretary of the Army: "'|!’ want to extend my heart- 
felt Christmas greetings to all the men and women serving in our Armed Forces. 

“Many of you are far from your loved ones, and | know how much you long for 
the familiar Christmas scenes of home. | hope you fully realize how important your role 
is in helping to keep the Christmas spirit alive in this troubled age. 

“More than one-third of the people of the world are dominated by a power 
dedicated to the destruction of everything that Christmas has always meant to us. The 
hope of peace on earth—peace founded upon good will, good fellowship, and moral 
integrity—would be dim indeed this Christmas day were it not for the strength of 
freedom which you represent. 

"The safety of our homes and our families, our cherished liberties, and each bright 
Christmas that we want our children and their children to enjoy through the years, 
depend upon the fortitude and determination of us alli—today and in the years to come. 
God helping us, we shall keep the Christmas spirit alive and shall never cease in our 
efforts to achieve the true peace and good will which free men have so long been seeking. 

“May you and your loved ones all have a very merry Christmas and a happy and 
successful New Year.” 


HON. ROBERT B. ANDERSON, Secretary of the Navy: “The annual miracle of 
Christmas is again with us. It is a time of gladness and rejoicing; of giving and for- 
giving; of the gathering together of family and friends. 

“It is also a time for rededication to the great task of bringing peace and good- 
will to a world sorely in need of both. My special thoughts are with the men and women 
of the Navy and Marine Corps who this Christmas are engaged in furthering that great 
task in places far away from home. For if Christmas is to continue to have meaning to 
our world, and the world of our children, we must remain strong and ever watchful of 
the ramparts we man against the forces of evil. 

"It is with this thought in mind that | greet you, my shipmates in the Navy and 
Marine Corps, as well as the members of the other Armed Forces, as we gather to 
celebrate the Holidey Season. | wish you to know that you, who are in the Service and 
diligently pursuing your duties in all parts of the globe, are contributing one of the 
most worthy of Christmas gifts to your families, your country, and to the world. By your 
patrictism and your devotion to the cause of justice and freedom you are helping to 
bring about an earlier and fuller realization of that glorious message to the First Christ- 
mas: ‘Peace on Earth, Goodwill Toward Men.’" 


HON. HAROLD E. TALBOTT, Secretary of the Air Force: “During the eleven 
months that | have served as your Secretary, | have had the opportunity to see you 
performing your duties in many parts of the world. More important, | have been 
privileged to meet many of you personally. My pride and faith in you are truly un- 
limited. Your loyalty, devotion, and hard work during 1953 furnish ample assurance of 
the ability of the United States Air Force to fulfill its all-important mission of spear- 
heading the efforts of the Free World to maintain permanent peace on earth. 

"To all of you, at home or in distant lands, my personal best wishes for a Merry 
Christmas and a Happy New Year.” 


GENERAL MATTHEW B. RIDGWAY, Chief of Staff, U. S. Army: “Christmas is 
season dedicated to peace. It is a time of solemn rejoicing, of thanksgiving and hope, 
of happiness and prayer. It is a time when our hearts and minds are filled with thoughts 
of home and loved ones and of the spiritual values which we as individuals and as a 
nation cherish. 

“This Christmas season finds the men and women of the Army stationed in all 
quarters of the globe: in Korea and the islands of the Pacific, in the Far North and in 
the tropics, in Europe and al! the other vital areas overseas, and in the United States 
itself. Each of you, wherever you may be, is fulfilling a vital role. You and your comrades 
of the other American Services and of the nations of the free world are protecting a 
precious heritage—a heritage which is the result of man's ceaseless striving to achieve 
freedom under God. 

“That heritage owes much to the event that occurred on the first Christmas Day 
nearly two thousand years ago. The Christian truths which have influenced and shaped 
Western thought for twenty centuries have culminated in the recognition of the in- 
tegrity of the individual—the firm belief in human dignity—which we are determined 
to protect and which today is in danger of extinction. The light that burned then is 
still man's brightest hope, for it was the Savior Himself who kindled it. 

"It is through your efforts and your faith that it will be sustained and perpetuated. 
it is through your valiant and selfless service—service which is both a challenge and a 
privilege—that you and those who are dear to you will continue to enjoy the countless 
blessings which derive from and are associated with Christmas. 

“May this holy season be for each of you, therefore, a rich source of inspiration 
and dedication, of joy and happiness, and may the New Year bring the world closer 
to the realization of that peace which is the truest expression of the meaning of 
Christmas." 


ADMIRAL ROBERT B. CARNEY, Chief of Naval Operations, U. S. Navy: "With 
the approach of another Christmas season and another New Year, | wish to extend to 
each officer and man, to each of the women in our Service and to all families my per- 
sonal greeting and to encourage them toward the achievement of worthy goals and 
ambitions in 1954. 

“| wish to assure each and every one of you of my abiding belief that even in 
these days of miraculous scientific progress there is still, and always will be, an urgent 
need for character, courage, spartan durability, unfailing devotion to duty and the 
highest standards of personal integrity. 

“People with these attributes are unbeatable and if the men and women of the 
Navy and the Marine Corps develop and cherish those attributes, we will have the 
leadership and the loyalty which are essential in a military service and our Service will 
always be equal to its responsibilities. 

“To you who wil! be with your families, | wish a Happy Holiday. To those who are 
manning the ramparts and to those who are separated from their loved ones, | extend 
wishes for that sort of satisfaction which can only come from the knowledge of a job 
well done. With all hands | share the hope for a decent peace in 1954." 


GENERAL NATHAN F. TWINING, Chief of Staff, U. S. Air Force: "The Christmas 
season offers a welcome opportunity to think of the permanent values we are working 
to protect—the faith, the hopes and the convictions that give us pride and dignity as 
free men. In the camps of those who oppose us there can be no true Christmas Season 
and no allegiance to the great principles of brotherhood and freedom. 

“Whether at home or abroad, members of the Air Force are the guardians of a 
hope that stirs men"s hearts to resist any power that would enslave body, mind or soul. 

"To all of you and to your families and friends | send my best wishes this Christmas 
Season.” : 





'9 December 1953 | Army Tells Nike Releasable Details 
| As First Unit Announced For Meade 


The Army disclosed late this week that | supersonic flight, rides smoothly on its own 
the first Nike guided missile unit in the | rocket engine. 
Nation’s antiaircraft defense system will 
be installed “in the near future” at Ft. | 
Meade, Md., midway between Washing- | 
ton, D. C. and Baltimore, Md. 


aircraft guided missile designed to follow 
and destroy the enemy target regardless 
of evasive action. 


Greek mythology, Nike is described as the 
end product of eight years of research, 
development and engineering. 


| 
by a service-industry team composed of | 

engineers of the Ordnance Corps, West- 

ern Electric Co., Bell Telephone Labora- | initiative would remain with the plane. The 
tories and the Douglas Aircraft Co. | 


equipment is largely accomplished by the 
Western Electric with the missile and 
component parts being produced by 
Douglas, Western Electric and several 
hundred suppliers and subcontractors in 
more than 20 states. 


Nike, giving releasable information on 
the new weapon in the Nation’s defense | which would keep the missile relatively 


arsenal: simple. 

5. A development contract promptly was 
authorized. Bell Laboratories’ engineers 
started the task of bringing to reality the 


surface-to-air guided missile system to be 
put in use in the air defense system of the 
United States. 


fighters or transport planes. 
conditions and visibility. 


the system other than the launching racks are 
housed in speciaily designed all-weather van- 
type trailers. If necessary, the system can be 
transported by air. 


initial impetus by a booster rocket. 


remotely controlled missile launching 
mechanism. 


warhead is constructed so that it will ex- 
plode only when in flight. 


system which electronically picks up the 
target and causes the missile to intercept 
that target. 


tronically. 


position on their launching racks. 


ization and navigational gear are checked and 
certain safety mechanisms are disengaged. 


visible deadline and the missile is fired. 





intercepts its target and explodes. 
V. DEVELOPMENT 


Nike is the Army’s supersonic anti- 


and those on the drawing boards. 


The Army said the Nike was developed 


: throughout its flight. 
Current mass production of the control 


system. 


Here is the official Army fact sheet on 


I. GENERAL DESCRIPTION 


1. NIKE is the nation’s first combat ready system their study has envisioned. 


3. The missile can out-maneuver bombers, 
4. NIKE can operate regardless of weather 


5. The NIKE system is mobile. All units of 


II. MISSILE AND BOOSTER 
1. NIKE is a _ liquid-fueled supersonic 


2. The missile is approximately 20 feet 


NIKE system. 
4. When launched, the missile is given its 


5. NIKE is fired from its launcher by a 





Ill. GUIDANCE AND CONTROL 
EQUIPMENT 
The NIKE missile is an integral part of a 


| are contributing to the project. 





IV. TARGET ENGAGEMENT 


Rhodes Scholarships in this country. 


2. Target is picked up and tracked elec- 


3. NIKE missiles are readied in vertical 


5. The missile’s control mechanisms, stabil- | 4t Oxford University in England. 


6. Target crosses NIKE’s distant and in- 


7. Missile roars off to meet its target. 





GENERAL LEMUEL C. SHEPHERD, JR., Commandant, U. S. Marine Corps: 
“Christmas 1953 finds many Marines far away from their homes and from the close 
family ties that always are associated with the holiday season. This is in the traditior 
of Marines who, through the many years of our Nation's history, have guarded its in 
terests throughout the world without regard for climate, hardship, or season. It is in 
the loyal fulfillment of this mission with all of the attendant sacrifices, that Marines have 
come to appreciate so deeply the meaning of home and Christmas. 

“With this sober thought, and with the prayer that the new year will bring success 
to all of our endeavors, | send my warmest persona! greetings and best Christmas 
wishes to each officer, man, and woman in the Corps.” 


VICE ADMIRAL MERLIN O'NEILL, Commandant, U. S. Coast Guard: “To « 
members of the Coast Guard family, military and civilian, | send my warmest wish for 
a joyful Holiday Season. May those of us who are fortunate enough to be at home 
with loved ones and those of us who are on duty afloat and ashore share in the Christ 
mas spirit by strongly reaffirming our faith in God, Country and Service, so that we 
may enjoy peace throughout the world and lasting geod will among men.” 


9. NIKE and the target converge. NIKE 


1. In January 1944, the Antiaircraft Arti). 
lery Board submitted military characteristics 
for a Controlled Antiaircraft Rocket Pro. 
jectile and recommended the initiation of a 
development program using these military 

characteristics as a basis. This was recogni- 

Nameéd after the goddess of victory of tion of the fact that a new-type weapon was 
required to counter the speedy, maneuver. 

able, high-flying aircraft then in existence 


2. Several conclusions were obvious. The 
new weapon had to meet the target in its 
own element and on its own terms. Matching 
speed with speed was not sufficient since the 


weapon would have to be able to maneuver 


3. In 1945 the Army Ordnance Corps, which 
has the design, development, and procure 
ment responsibilities for all the Army’s 
missiles, asked Bell Telephone Laboratories 
to undertake a paper study of the problems 
involved in constructing a new antiaircraft 


4. Five months later recommendations were 
submitted to the Army. Their solution wasa 
supersonic-to-air missile system of a type 


6. The Douglas Aircraft Company became 
a full partner in the enterprise and was 
P assigned responsibility for about half the 
2. It also is the Army’s first supersonic | gevelopment effort, including the design of 
guided missile to demonstrate its ability to 
knock enemy aircraft out of the sky. 


the missile and the launching equipment. 
7. Nearly five years were required to 
solve the new and complex technical prob 
lems posed by the NIKE system. During this 
time test firings to improve launcher and 
booster designs were made at the White 
Sands Proving Ground in New Mexico. In the 
meantime, development of the guidance 
equipment proceeded at Beli Laboratories. 
8. The first test firings of NIKE without 
guidance control took place in the fall of 
1946, and their immediate success confirmed 
some of the predictions made in the 194 
study. Successful test firings of the controlled 
missile were made secretly about two years 
guided anti-aircraft missile. ago. 
9. Army Ordnance promptly placed pro- 
long and about one foot in diameter. It has | duction contracts with Western Electric, 
two sets of fins for guidance and steering. | whose plants in several states are producing 
3. Inside its aerodynamic body it carries and furnishing important elements of the 
an explosive warhead, a rocket propulsion 


unit and guidance equipment. 10. Several hundred large and small sup 


pliers and subcontractors located throughout 
the country are assisting Western Electric 
with the project. The most important one of 
these is Douglas Aircraft, which produces 
the missile itself and launching and handling 
6. To provide for maximum safety, the | equipment. Electronic assemblies for inclu- 
sion in the missile are furnished by Western 
Electric. Douglas and other subcontractors 
are themselves using the services of still other 
companies to get the job done and it is 
estimated that well over a thousand concerns 


USMA Cadets Rhodes Scholars 


Three cadets from the U. S. Military 
Academy have been named among the 
1. NIKE battery receives early warning | 32 winners in the annual competition for 
from the air warning net that hostile aircraft 


are approaching the area defended by them. . 
Chosen from among 419 candidates 


from colleges and universities all over 
the U. S. on the basis of character, in- 


tellect, leadership and physical vigor, the 
4. A running account of the target’s chang- | |. a i Bite tudy 
ing position is transmitted. winner will receive two years of stud} 


The cadets named were John C. Bard 
of Olivet, Mich., who as First Captain 
and Brigade Commander holds the high- 

' est rank in the Corps of Cadets; Ames 
8. Within seconds after launching NIKE | S. Albro, jr., of Tucson, Ariz.; and Dale 
has passed through the sonic barrier and in | A. Vesser of Pocatello, Idaho. 
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